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2.40  b(2)  REPEAT 

The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

1.  A dirty  hand  sanitizer  bottle  and  a bottle  of  Quadritop  ointment  with  a dirty  dispenser  tip  were  noted  in  the  medical  cart 
in  Bldg.  #36.  Dispensing  medications  in  such  containers  could  transmit  disease  agents  and  can  not  be  considered 
appropriate  therapy. 


2.40  b(3)  Daily  observation  of  all  animals  to  assess  their  health  and  well-being 


1.  At  Butler  in  Building  22-514,  a female  had  irritated  and  inflamed  mammary  glands.  There  was  no  note  that  this  dog  had 
been  assessed  by  the  vet  for  this  condition, 

2.  In  building  48-105,  two  dogs  had  back  feet  that  were  bleeding  at  the  nail.  These  dogs  need  to  be  assessed  by  the  vet 
and  treated  as  necessary. 

3.  Several  female  dogs  with  titters  had  excessively  long  nails  which  could  cause  injury  to  the  pups.  These  nails  need  to 
be  trimmed  on  a routine  basis  for  the  safety  of  the  dogs. 


Items  1 and  2 were  corrected  by  the  end  of  me  inspection.  Item  3 needs  to  be  corrected  by:  Oct  15, 2008 


3.1  (a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are 
structurally  sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animats 
securely,  and  restrict  other  animals  from  entering. 

1.  At  Butler  in  building  21,  multiple  enclosures  were  observed  to  have  metal  railings  that  were  in  disrepair.  This  created 
rough  edges  protruding  into  the  enclosure.  These  enclosures  need  to  be  kept  in  good  repair  for  the  safety  of  me  dogs. 
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2.  At  Butler  in  building  21 , enclosures  112,  318,  311,  303,  618  and  621  had  door  frames  that  were  not  secured  to  the 
enclosure  frame  and  as  a result  the  mesh  when  pushed  upon  by  a dog  created  gaps  in  the  enclosure  that  a dog  could  get 
an  appendage  in.  These  enclosures  need  to  be  kept  in  good  repair  for  the  safety  of  the  dogs. 

3.  In  Building  65  enclosure  41 5,  the  top  level  for  the  dogs  was  not  structurally  sound.  One  of  the  two  support  beams 
supporting  die  level  was  bent  causing  the  level  to  shake.  This  needs  to  be  addressed  so  the  enclosure  is  safe  for  the 
dogs. 

4.  In  Bldg.  37,  feed  bin  latches  in  many  enclosures  have  been  installed  in  such  a way  as  to  have  ends  protruding  into  the 
area  where  the  dogs  are  eating.  These  protruding  ends  could  cause  the  animals  injury. 


Items  1-4  were  corrected  by  the  end  of  the  inspection. 


3.1  (c)(1)(i)  Surfaces  should  be  free  of  excessive  rust  that  prevents  required  cleaning  and  sanitization. 

1.  In  Bldg.  37,  in  an  enclosure  housing  dogs  being  used  as  studs,  it  was  noted  that  the  bottom  wire  panel  of  die  cage  was 
excessively  rusted.  This  does  not  allow  the  enclosure  to  be  sanitized  properly  and  needs  to  be  addressed  per  this 
regulation  and  to  facilitate  cleaning  of  the  enclosure. 


This  noncompliance  was  corrected  before  the  inspectors  left  the  facility. 


3.6  (a)(2)  Primary  enclosures  must  be  kept  in  good  repair  and  maintained  so  that  they  have  (i)  No  sharp  points  or  edges 
that  could  injure  dogs. 

1 . In  Bldgs.  31  and  32,  die  plastic  barrier  adjacent  to  the  nesting  area  in  many  of  the  enclosures  has  been  either  chewed 
or  has  worn  away  leaving  jagged  edges  that  may  cause  injury  or  intestinal  trauma  if  ingested. 


Correct  by:  Nov  7, 2008. 


3.1 1 (d)  Pest  control.  An  effective  program  for  the  control  of  insects,  external  parasites  affecting  dogs  and  cats,  and  birds 
and  mammals  that  are  pests,  must  be  established  and  maintained  so  as  to  promote  the  health  and  well-being  of  the 
animals  and  reduce  contamination  by  pests  in  animal  areas. 

***  At  Butler,  building  24  (whelping  area)  had  an  accumulation  of  flies  throughout  the  building  and  enclosures.  A more 
effective  method  of  pest  control  needs  to  be  established  in  this  area  to  reduce  the  amount  of  flies  and  for  the  health  of  the 
dogs. 


Corrected  by  the  end  of  the  inspection. 


Prepared  By: 

Title: 
Received  By: 
Title: 


' " ' ‘ \Ph 


BALL  IWDRAWA,  USDA,  APHiS,  Animal  Care 


aci  Inspector  IDj  I07p  j/f 

b6,  b7c 

SCOTT  MARSHALL 
PRESIDENT 


Date:  8-OCT-08 


Date:  8-OCT-08 


Paqp  .2  of  2 


KGEia 


United  States  Department  of  Agriculture 

Animal  and  Plant  Health  Inspection  Senrf^  ____  . 

0799  CUStJd 

INSPECTION  REPORT)  1,11  2 8 2008  293457  inspjd 

_ / 8370  site  id 


Customer  10:  6799 
Certificate:  21-A-0047 

Site:  001 

LIBERTY  RESEARCH  , INC. 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-22-2008 

3.11  { c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

Section  3.11(c)  Housekeeping:  Animal  housing  facilities  must  be  kept  dean  and  in  good  repair  to  protect  the  animals  from 
injury,  to  facilitate  the  husbandry  practices  required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for 
rodents  and  other  pests  and  vermin. 


Spilled  bedding  was  on  the  floors  and  under  the  pallets  where  the  food  and  bedding  were  stored  for  Building  6.  Floors 
should  be  kept  dean  to  prevent  contamination  of  supplies  and  for  pest  control. 

Corrected  during  the  inspection. 
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3.6  ( fa  X 1 X ii  X C ) 

3.6  ( b X 4 ) 

PRIMARY  ENCLOSURES. 

Section  3.6(b)(1)(ii)(C)  Space:  Cats  over  8.8  lbs  (4  kg)  must  be  provided  with  at  least  4.0  sq  ft  of  floor  space. 

The  44  cats  housed  in  room  1 103  in  building  1 1 were  each  provided  3 sq  ft  of  floor  space,  but  the  majority  of  the  cats 
weighed  over  4 kg  and  required  at  least  4 sq  ft  of  floor  space.  The  facility  provided  the  cats  a larger  enclosure  during  the 
inspection  so  each  animal  would  have  at  least  its  minimum  required  floor  space  to1  its  well-being. 

Corrected  during  the  inspection. 

Section  3.6(b)(4)  Resting  surfaces:  Each  primary  enclosure  housing  cats  must  contain  a resting  surface  or  surfaces  that,  in 
the  aggregate,  are  large  enough  to  hold  all  the  occupants  of  the  primary  enclosure  at  the  same  time  comfortably.  The  resting 
surfaces  must  be  elevated,  impervious  to  moisture,  and  be  able  to  be  easily  cleaned  and  sanitized,  or  easily  replaced  when 
soiled  or  worn. 

The  52  cats  In  room  3 in  building  ISO  1 did  not  have  enough  resting  surfaces  to  hold  all  the  occupants  at  toe  same  time.  The 
facility  provided  the  cats  additional  resting  surfaces  during  the  inspection  so  all  toe  cats  couid  be  on  the  resting  surfaces  at 
the  same  time. 

Correct  during  the  inspection. 
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3.6  ( a X 2 X x ) 

PRIMARY  ENCLOSURES. 

Have  floors  that  are  constructed  in  a manner  that  protects  the  dogs'  and  cats'  feet  and  legs  from  injury,  and  that,  if  of  mesh  or 
slatted  construction,  do  not  allow  the  dogs'  and  cats'  feet  to  pass  through  any  openings  in  the  floor. 

***  One  whelping  enclosure  has  wire  mesh  that  is  too  wide  for  the  two  small  breed  puppies  that  are  leaving  the  box  and 
walking  out  onto  the  mesh.  This  needs  to  be  addressed  per  this  regulation  and  for  the  safety  of  the  puppies. 

Correct  by:  April  23, 2008 


3.11  (b)(2) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 weeks 
using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

***  The  PVC  water  flow  drinkers  have  a build  up  around  the  edge  of  the  drinker  due  to  hard  water  deposits.  These  areas  need 
to  be  cleaned  on  a more  frequent  basis  for  the  health  of  the  dogs,  in  addition,  there  is  a layer  of  grime  and  debris  along  the 
PVC  pipe  running  underneath  the  wire  mesh  enclosures  that  needs  to  be  cleaned  on  a routine  basis  as  part  of  general 
cleaning.  This  needs  to  be  addressed  for  the  health  of  the  dogs. 

Correct  by:  April  28, 2008 
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2.40  ( b X 3 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(3)  Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

*"  Two  dogs  were  continually  shaking  their  heads  and  when  the  licensee  checked,  there  was  evidence  of  ear  mites  and  dirty 
ear  canals.  These  dogs  need  to  be  treated  for  the  ear  mites  for  their  health  and  well  being. 

Correct  Immediately 

***  Several  dogs  are  matted  and  in  need  of  grooming.  When  the  for/hair  becomes  matted,  it  pulls  and  separates  from  the 
skin  leaving  the  animal  exposed  to  the  elements.  Grooming  needs  to  be  done  on  a routine  basis  for  the  welfare  of  the  dogs. 

Correct  by:  June  20, 2008 


3.6  ( a X 2 X « ) 

PRIMARY  ENCLOSURES. 

(ix)  Enable  all  surfaces  in  contact  with  the  dogs  and  cats  to  be  readily  cleaned  and  sanitized  in  accordance  with  Sec.  3.11(b) 
of  this  subpart,  or  be  replaceable  when  worn  or  soiled. 

***  Several  wood  panels  in  the  wire  mesh  sections  of  the  whelping  boxes  and  areas  of  wood  along  the  door  frames  in  the 
main  kennel  area  are  no  longer  impervious  to  moisture.  These  sections  of  wood  cannot  be  readily  cleaned  and  sanitized  and 
need  to  be  addressed  to  promote  good  husbandry  and  cleaning  practices. 

Correct  by:  June  22,  2008 


3.11  ( b X 2 ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 
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***  Many  of  the  feeders  are  dirty  and  need  to  be  deaned.  There  is  evidence  of  debris  and  grime  caked  in  the  feeder 
underneath  the  feeder  lip  where  the  dog  eats  from.  These  feeders  need  to  be  cleaned  on  a routine  basis  per  this  regulation 
and  for  Ihe  health  of  the  dogs. 

Correct  by:  June  10,  2008 
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3-1  ( a ) 

3-1  < 0 ) 

HOUSING  FACILITIES,  GENERAL. 

(a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  structurally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering. 

***  A few  of  the  enclosure  door  frames  are  not  secured  to  the  base  of  the  frame  of  the  enclosure.  This  is  allowing  the  door 
and  frame  to  push  outward  creating  a gap  that  does  not  adequately  contain  the  dogs.  These  doors  need  to  be  secured  to  the 
frame  to  assure  the  enclosures  are  structurally  sound  and  in  good  repair. 

***  One  of  the  door  frames  that  is  not  secured  has  an  additional  gap  between  the  door  frame  and  feeder  that  needs  to  be 
addressed  for  the  safety  of  the  dogs. 

***  Two  enclosures  have  wire  mesh  partitions  that  are  not  secured  at  the  bottom  and  the  mesh  is  pushing  inwards  of  an 
adjacent  enclosure.  These  partitions  need  to  be  addressed  for  the  safety  of  the  dogs. 

Correct  by:  April  29, 2008 


(e)  Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage, 
contamination,  and  vermin  infestation. 

***  The  food  storage  area  is  currently  storing  other  items  not  food  related,  in  addition  a dog  is  being  housed  in  the  food 
storage  area  and  is  potentially  contaminating  the  area  and  food  supplies.  This  room  needs  to  be  addressed  so  food 
supplies  are  protected  from  contamination. 

Correct  by:  April  28,  2008 


3.6  (all) 

PRIMARY  ENCLOSURES. 

(a)(1)  Primary  enclosures  must  be  designed  and  constructed  of  suitable  materials  so  that  they  are  structurally  sound.  The 
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***  Currently  one  dog  is  being  housed  in  the  food  storage  area.  In  this  same  area,  is  a table  with  tools,  and  discarded  items 
on  the  ground  including  grooming  tools  that  could  be  a potential  hazard  to  the  dog.  In  addition,  the  dog  has  the  potential  to 
contaminate  the  food  supply.  This  dog  needs  to  be  housed  in  a primary  enclosure  for  the  safety  of  the  dog. 

Correct  by:  April  25, 2008 


3.11  ( b K 3 ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL 

(iii)  Washing  all  soiled  surfaces  with  appropriate  detergent  solutions  and  disinfectants,  or  by  using  a combination 
detergent/disinfectant  product  that  accomplishes  the  same  purpose,  with  a thorough  cleaning  of  the  surfaces  to  remove 
organic  material,  so  as  to  remove  all  organic  material  and  mineral  buildup,  and  to  provide  sanitization  followed  by  a clean 
water  rinse. 


***  In  the  whelping  room,  there  were  empty  enclosures  that  had  been  cleaned  with  bleach  but  still  had  traces  of  organic 
material  throughout  the  mesh  after  cleaning.  These  enclosure  are  not  able  to  be  effectively  sanitized  until  all  organic  material 

has  been  removed.  !t  is  important  that  in.  the  cleaning  praaaaa,  a!!  organic  material  be  removed  before  the  enclosures  are 
sanitized. 


***  Underneath  the  primary  enclosures  in  the  main  kennel  area,  there  is  hair  and  debris  that  clings  to  the  plastic  support 

beams.  These  areas  need  to  be  cleaned  during  routine  cleaning  to  facilitate  sanitization  of  the  enclosures. 

Correct  by:  May  10,  2008 
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No  non  compliant  items  observed  during  this  inspection 
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RUTH  HORNING 
HORNINGS  HAPPY  HOUNDS 


Customer  ID:  21496 
Certificate:  21  -A-0074 


3429  STATE  ROUTE  364 
PENN  YAN,  NY  14527 


Site:  001 

HORNING,  RUTH 

Inspection 

Type:  ATTEMPTED  INSPECTION 
Date:  MAY-01 -2008 


2.126 

ACCESS  AND  INSPECTION  OF  RECORDS  AND  PROPERTY. 

(a)  Each  dealer,  exhibitor,  intermediate  handler,  or  carrier,  shall,  during  business  hours,  allow  APHIS  officials: 

(1)  To  enter  its  place  of  business; 

(2)  To  examine  records  required  to  be  kept  by  the  Ad  and  the  regulations  in  this  part; 

(3)  To  make  copies  of  the  records; 

(4)  To  inspect  and  photograph  the  facilities,  property  and  animals,  as  the  APHIS  officials  consider  necessary  to  enforce  the 
provisions  of  the  Act,  the  regulations  and  the  standards  in  this  subchapter;  and 

(5)  To  document,  by  the  taking  of  photographs  and  other  means,  conditions  and  areas  of  noncompliance. 


***  The  facility  was  not  able  to  be  inspected  because  no  one  was  available  for  the  inspedion  process.  Upon  arrival,  I knocked 
on  the  front  door,  called  the  phone  number  listed,  waited  20  min  and  returned  again  an  hour  later.  Please  call  me  at  703-812- 
6940  with  your  current  hours  of  availability. 


This  is  the  first  attempted  inspedion. 
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AARON  ZIMMERMAN 


2382  RT  230 
DUNDEE,  NY  14837 


Customer  ID:  2276 
Certificate:  21 -A-0075 

Site:  001 

ZIMMERMAN,  AARON 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAR-26-2008 


3.9  ( b ) 

FEEDING. 

b)  If  tee  food  receptacles  are  not  disposable,  they  must  be  kept  clean  and  must  be  sanitized  in  accordance  with  Sec.  3.1 1 (b) 
of  this  subpart. 

***  A few  of  the  feeders  have  a thin  layer  of  hair,  grime  and  debris  near  the  opening  of  tee  feeders  where  the  dogs  consume 
food.  These  feeders  need  to  be  cleaned  on  a routine  basis  to  reduce  this  level  of  build  up  and  for  the  health  of  tee  dogs. 

Correct  by:  March  27,  2008 


3.11  ( a ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  tee  dogs  or  cate  contained  in  tee  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors. 

’**  One  whelping  box  containing  several  puppies  was  blocked  off,  so  the  puppies  would  remain  on  the  wire  mesh.  However 
there  was  an  accumulation  of  feces  in  tee  box  teat  needs  to  be  removed  to  reduce  disease  hazards  and  odors.  These  boxes 
need  to  be  cleaned  in  a timely  manner  for  the  health  of  the  dogs. 

Correct  by:  March  27, 2008 
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Customer  ID:  21659 
Certificate:  21  -A-0076 

Site:  001 

L & M KENNELS 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  APR-15-2008 

3.6  ( a N 1 ) 

3.6  { a X 2 X « ) 

PRIMARY  ENCLOSURES. 

(1)  Primary  enclosures  must  be  designed  and  constructed  of  suitable  materials  so  that  they  are  structurally  sound.  The 
primary  enclosures  must  be  kept  in  good  repair. 

***  One  enclosure  has  a hole  in  the  glass  board  above  the  outside  shift  door.  This  needs  to  be  addressed  so  the  enclosure 
is  kept  in  good  repair. 

Correct  by:  April  30, 2008 

(2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they:  (ix)  Enable  all  surfaces  in  contact  with  the  dogs  and 
cats  to  be  readily  cleaned  and  sanitized  in  accordance  with  Sec.  3.11(b)  of  this  subpart,  or  be  replaceable  when  worn  or 
soiled. 

***  Several  areas  of  wood  throughout  the  enclosures  have  been  chewed  and  scratched  to  the  point  the  wood  is  no  longer 
impervious  to  moisture.  This  does  not  allow  the  enclosures  to  be  readily  sanitized.  These  areas  of  wood  need  to  be  sealed 
to  facilitate  cleaning  of  the  kennel 

Correct  by:  May  15, 2008 


LLOYD  NOLT 
L & M KENNELS 


4316  DUNDEE  HIMROD  ROAD 
DUNDEE,  NY  14837 
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SAMUEL  ZIMMERMAN 
S&L  KENNELS 


Customer  ID:  21623 
Certificate:  21-A-0077 


4313  DUNDEE  HIMROD  RD 
DUNDEE,  NY  14837 


Site:  001 

ZIMMERMAN,  SAMUEL 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUN-25-2008 


2.40  ( b X 2 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(2)  The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  One  dog  has  evidence  of  either  a bite  injury  or  some  other  injury  to  the  left  side  of  the  neck.  This  dog  needs  to  be 
examined  by  the  vet  to  assess  the  area  and  determine  if  treatment  is  required. 

Correct  by:  June  26,  2008 


3.1  < c X 1 X i ) 

3.1  ( c X 3 ) 

HOUSING  FACILITIES,  GENERAL. 

(1)(i)  Be  free  of  excessive  rust  that  prevents  the  required  cleaning  and  sanitization,  or  that  affects  the  structural  strength  of  the 
surface. 

***  Many  of  the  feeders  have  areas  of  rust  along  the  rim  where  the  dog  eats  from.  Once  rust  begins  to  develop,  the  feeder  can 
no  longer  be  effectively  cleaned  and  sanitized.  These  feeders  need  to  be  addressed  so  they  can  be  sanitized  on  a routine 
basis. 

Correct  by:  July  10, 2008 


(c)  (3)  Cleaning.  Hard  surfaces  with  which  the  dogs  or  cats  come  in  contact  must  be  spot-cleaned  daily  and  sanitized  in 
accordance  with  Sec.  3.11(b)  of  this  subpart  to  prevent  accumulation  of  excreta  and  reduce  disease  hazards.  All  other 
surfaces  of  housing  facilities  must  be  cleaned  and  sanitized  when  necessary  to  satisfy  generally  accepted  husbandry 
standards  and  practices.  Sanitization  may  be  done  using  any  of  the  methods  provided  in  Sec.  3.11(b)(3)  for  primary 
enclosures. 

***  The  indoor  section  of  the  primary  enclosure  has  a layer  of  debris  and  grime  along  the  floor  and  area  above  the  feeder. 
These  enclosures  need  to  be  cleaned  as  often  as  necessary  for  the  health  of  the  dogs. 

Correct  by:  June  28, 2008 
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(2)  The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  One  dog  has  evidence  of  either  a bite  injury  or  some  other  Injury  to  the  left  side  of  the  neck.  This  dog  needs  to  be 
examined  by  the  vet  to  assess  the  area  and  determine  if  treatment  is  required. 

Correct  by:  June  26, 2008 


3.1  < c X 1 X i ) 

3.1  ( c X 3 ) 

— : ”,  — "'i. 

(1)0)  Be  free  of  excessive  rest  that  prevents  the  required  cleaning  and  sanitization,  or  that  affects  the  structural  strength  of  the 
surface. 

***  Many  of  the  feeders  have  areas  of  rust  along  the  rim  where  the  dog  eats  from.  Once  rust  begins  to  develop,  the  feeder  can 
rto  longer  be  effectively  cleaned  and  sanitized.  These  feeders  need  to  be  addressed  so  they  can  be  sanitized  on  a routine 
basis. 

Correct  by:  July  10, 2008 


(c)  (3)  Cleaning.  Hard  surfaces  with  which  the  dogs  or  cats  come  in  contact  must  be  spot-cleaned  daily  and  sanitized  in 
accordance  with  Sec.  3.11(b)  of  this  subpart  to  prevent  accumulation  of  excreta  and  reduce  disease  hazards.  All  other 
surfaces  of  housing  facilities  must  be  cleaned  and  sanitized  when  necessary  to  satisfy  generally  accepted  husbandry 
standards  and  practices.  Sanitization  may  be  done  using  any  of  the  methods  provided  in  Sea  3.11(b)(3)  for  primary 
enclosures. 

***  The  indoor  section  of  the  primary  enclosure  has  a layer  of  debris  and  grime  along  the  floor  and  area  above  the  feeder. 
These  enclosures  need  to  be  cleaned  as  often  as  necessary  for  the  health  of  the  dogs. 

Correct  by:  June  28, 2008 
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Customer  ID:  22024 
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Site:  001 

GRAP,  CHRISTIAN  & MAXINE 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-08-2008 


(a)(1)  Primary  enclosures  must  be  designed  and  constructed  of  suitable  materials  so  that  they  are  structurally  sound.  The 
primary  enclosures  must  be  kept  in  good  repair. 

***  There  are  some  broken  wires  along  the  bottom  section  of  the  enclosure  housing  four  puppies.  The  wire  has  pulled  away 
from  the  wood  and  is  protruding  into  the  enclosure.  This  section  of  wires  needs  to  be  addressed  for  the  safety  of  the  puppies. 

Correct  by:  July  15, 2008 

***  A few  of  the  outside  enclosures  also  have  wire  fence  that  is  in  disrepair.  The  wire  is  pushing  outward  into  adjacent 
enclosures  and  some  of  the  wires  are  broken  and  protruding  into  the  enclosures.  These  sections  of  wire  mesh  need  to  be 
addressed  for  the  safety  of  the  dogs. 

***  A few  sections  of  concrete  in  the  outdoor  section  of  the  enclosures  are  in  disrepair  and  need  to  be  addressed  to  keep  the 
enclosure  safe  and  to  facilitate  cleaning. 

Correct  by:  August  1 0, 2008 


CHRISTIAN  & MAXINE  GRAP 
LANGFORD  CREEK  LABS 


55  LANGFORD  CREEK  ROAD 
VAN  ETTEN,  NY  14889 
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2.40  ( b M 2 ) 

2.40  { b K 3 J 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(b)(2)The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  Tire  refrigerator  that  is  storing  vaccinations  is  dirty  and  there  is  evidence  of  mold  growth.  Areas  that  are  used  for  storing 
vaccinations  and  medical  supplies  need  to  be  kept  clean  to  prevent  any  contamination  to  the  vaccines. 

Correct  by:  Sept  10, 2008 

(b)(3)  Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***  There  are  several  dogs  that  are  matted  and  in  need  of  grooming.  Once  the  fur  becomes  matted,  it  pulls  and  separates 
from  the  skin  leaving  the  dog  exposed  to  the  elements,  in  addition,  several  dogs  have  tong  nails  that  need  to  be  Irimmed. 
Long  nails  pose  a potential  hazard  if  the  nails  get  caught  in  the  wire  mesh  or  grow  under  into  the  foot  pad.  Grooming  and  naii 
care  needs  to  be  performed  on  a routine  basis  for  the  health  of  the  dogs. 

***  One  Min  pin  was  sitting  and  shaking  her  head  several  times  during  the  inspection  process.  This  is  a potential  indication 
that  there  is  a problem  with  the  ears  and  this  dog  should  be  assessed  to  determine  if  treatment  is  needed. 


Correct  by:  Sept  12,  2008 


2.75  ( a K 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(a)(1)  Each  dealer,  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  each  exhibitor 
shall  make,  keep,  and  maintain  reoords  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  each 
dog  or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control, 
or  which  is  transported,  euthanized,  sold,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any 
offspring  bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control. 
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***  The  number  of  dogs  that  are  physically  in  the  kennel  does  not  match  the  number  of  dogs  that  are  listed  on  the  records  of 
animals  on  hand  (form  7005). 


***  According  to  the  owner  all  the  dogs  are  identified  through  microchip,  however  over  half  the  dogs  listed  in  the  records  do 
not  have  an  official  form  of  identification  (the  microchip  number). 

Record  keeping  is  an  important  part  of  the  facility's  daily  operation  and  these  records  need  to  be  maintained  in  an  accurate 
and  timely  manner  per  this  regulation. 


Correct  by:  Sept  16,  2008 


36  ( a X 2 ) 

PRIMARY  ENCLOSURES. 

(a)(2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they  :( i)  Have  no  sharp  points  or  edges  that  could 
injure  the  dogs  and  cats ;( ii)  Protect  the  dogs  and  cats  from  injury;(iii)  Contain  the  dogs  and  cats  securely. 

****  A few  of  the  enclosures  are  not  structurally  sound  and  need  to  be  addressed.  The  center  section  of  wire  mesh  is 
separating  from  the  surrounding  wire  mesh  panels  and  is  creating  gaps  in  the  enclosures  and  sharp  edges. 

***  A few  of  the  enclosures  have  wire  mesh  that  is  breaking  at  the  bottom  of  the  enclosure  and  is  creating  sharp  edges  which 
could  potentially  injure  the  dogs. 

***  Along  many  of  the  wooden  door  frames,  the  wood  is  chewed  exposing  nails  into  the  enclosures. 

All  of  these  items  are  a potential  hazard  to  the  dogs  and  the  enclosures  need  to  be  kept  structurally  sound  and  in  good  repair 
for  the  safety  of  the  dogs. 

Correct  by:  Sept  20, 2008 


3.11  ( d ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

d)  Pest  control.  An  effective  program  for  the  control  of  insects,  external  parasites  affecting  dogs  and  cats,  and  birds  and 
mammals  that  are  pests,  must  be  established  and  maintained  so  as  to  promote  the  health  and  well-being  of  the  animals 
and  reduce  contamination  by  pests  in  animal  areas. 

***  All  along  the  back  waH  of  the  whelping  room  and  on  top  if  the  desk  next  to  the  mini  fridge,  there  were  rodent  droppings.  A 
method  of  pest  control  needs  to  be  implemented  to  reduce  and  control  pests  for  the  health  of  the  dogs. 

Correct  by:  Sept  10, 2008 
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2.40  ( a K 2 ) REPEAT  NCI 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Each  dealer  and  exhibitor  shall  assure  that  the  attending  veterinarian  has  appropriate  authority  to  ensure  the  provision  of 
adequate  veterinary  care  and  to  oversee  the  adequacy  of  other  aspects  of  animal  care  and  use. 

***  The  licensee  is  administering  vaccines  on  a different  schedule  than  what  is  documented  on  the  PVC.  The  licensee  is 
also  giving  bordetella  vaccines  which  are  listed  as  non  applicable  on  the  PVC.  The  veterinarian  has  visited  the  facility  since 
the  noncompliance  was  last  issued,  yet  the  PVC  has  not  yet  been  corrected  with  the  current  vaccine  and  deworming 
schedule.  The  licensee  needs  to  address  this  issue  with  the  attending  veterinarian  and  have  it  accurately  documented. 


3.1  ( e ) REPEAT  NCI 

HOUSING  FACILITIES,  GENERAL. 

Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage,  contamination, 
and  vermin  infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning  underneath  and 
around  the  supplies.  All  food  must  be  stored  in  a manner  that  prevents  contamination  and  deterioration  of  its  nutritive  value. 
Only  food  and  bedding  that  is  currently  being  used  may  be  kept  in  the  animal  areas.  Substances  that  are  toxic  to  the  dogs  or 
cats  but  are  required  for  normal  husbandry  practioes  must  not  be  stored  in  food  storage  and  preparation  areas,  but  may  be 
stored  in  cabinets  in  the  animal  areas. 

‘"'"All  food  is  still  being  stored  in  the  kennel  area  against  the  wall.  Because  the  food  is  stacked  high  and  up  against  the  wall 
it  is  difficult  to  clean  around  the  supplies.  Per  this  regulation  only  food  that  is  currently  being  used  should  be  stoned  in  the 
animal  area.  This  needs  to  be  addressed  to  protect  the  food  supplies  from  contamination  and  to  facilitate  cleaning  of  the 
kennel. 


3.4  ( b X 3 ) 

OUTDOOR  HOUSING  FACILITIES. 

Be  provided  with  a wind  break  and  rain  break  at  the  entrance. 

***  All  of  the  plastic  windbreaks  are  chewed  and  do  not  sufficiently  protect  the  dogs  from  wind  drafts,  rain,  or  snow.  Per  this 
regulation,  this  needs  to  be  addressed  for  the  welfare  of  the  dogs. 
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Correct  by  September  5, 2008. 


3.6  ( a X 1 ) 

PRIMARY  ENCLOSURES. 

Primary  enclosures  must  be  designed  and  constructed  of  suitable  materials  so  that  they  are  structurally  sound.  The  primary 
enclosures  must  be  kept  in  good  repair. 

1.  In  one  of  the  enclosures,  there  were  broken  wires  that  were  protruding  into  the  enclosure.  This  poses  a potential  hazard  to 
the  dogs  and  per  this  section  of  the  regulations,  needs  to  be  addressed. 

Correct  by  Aug.  9, 2008. 

2.  The  carpet  provided  was  frayed  and  shedding  in  the  whelping  box,  food  bowl,  and  water  dish.  These  fibers  could 
potentially  be  ingested  by  the  puppies  and  pose  a risk.  As  carpet  becomes  frayed,  it  should  be  removed  from  the  enclosure. 

Correct  end  of  the  day  Aug.  6, 2008. 

3.  A few  if  the  inside  sections  of  the  enclosures  have  very  worn  floors  with  crevices  and  chipping  paint.  These  floors  need  to 
be  addressed  and  kept  in  good  condition  to  facilitate  cleaning  and  remain  impervious  to  moisture  to  maintain  the  good 
health  of  the  dogs. 

Correct  by  Sept.  5,  2008. 


3.11  <bX2) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 weeks 
and  more  often  if  necessary  to  prevent  an  accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

1 . The  PVC  pipe  used  to  provide  water  has  a build  up  of  algae  in  the  tube.  It  needs  to  be  cleaned  on  a more  frequent  basis  to 
ensure  that  a dean  drinking  supply  Is  provided  for  the  health  of  the  dogs. 

2.  The  inside  sections  of  the  enclosures  had  some  debris  accumulated  that  consisted  of  food,  hair,  and  some  feces.  This 
can  exacerbate  mold  growth  and  the  endosures  should  be  kept  dean  of  debris. 

Correct  by  end  of  day  Aug.  6, 2008. 
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3.11  ( b X 2 ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 weeks 
using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

”*  Areas  underneath  the  edge/lip  of  the  feeder  where  the  dogs  eat  from  are  dirty  with  a layer  of  grime  and  debris  that  needs 
to  be  cleaned.  These  self-feeders  need  to  be  kept  clean  for  the  health  of  the  dogs. 

Correct  by:  April  28,  2008 
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Customer  ID:  22196 
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T/kc.  ROUTINE  INSPECTION 
Date:  J UN-25-2008 

3.1 

■ ■wmwikw  i ttwiuiicS)  GENERAL^ 

(a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  structurally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering, 

***  Several  of  the  enclosures  are  in  disrepair  and  need  to  be  addressed.  One  enclosure  has  a large  gap  where  the  mesh 
door  meets  the  frame.  Another  enclosure  has  some  plastic  paneling  that  is  missing,  from  the  back  edge  of  the  enclosure 
and  a whelping  enclosure  has  plastic  paneling  missing  from  the  door  frame  exposing  wood  that  is  chewed.  These 
enclosures  need  to  be  kept  in  good  repair  for  the  safety  of  the  dogs. 

Correct  by:  July  15, 2008 


JOHN  AND  ETHEL  BURKHOLDER 
J B KENNELS 


1154  BRIGGS  AND  SPICER  RD 
HIMROD,  NY  14842 


3.11  ( a ) 

3.11  ( c ) 

CLEANING,  . .......... 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors. 

***  There  Is  a large  accumulation  of  feces  underneath  the  outdoor  section  of  the  wire  mesh  enclosures.  There  is  a strong 
odor  around  the  area  as  well  as  an  abundance  of  flies  contributing  to  pest  problems.  This  area  needs  to  be  cleaned  on  a 
more  frequent  basis  to  reduce  the  odor,  pest  problems  and  for  the  health  of  the  dogs. 

Correct  by:  June  28, 2008 

"*  Several  of  the  enclosures  contained  feces  that  are  not  falling  through  the  wire  mesh  and  are  left  for  more  than  a day.  Per 
this  regulation  and  for  the  health  of  the  dogs,  excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily. 

Corrected  at  the  time  of  the  inspection. 
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(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

***  The  window  ledges  behind  the  primary  enclosures  have  an  accumulation  of  dust  and  debris  and  some  old  food  particles 
that  need  to  be  cleaned.  These  areas  need  to  be  cleaned  on  a regular  basis  to  promote  good  housekeeping  practices. 

***  Above  the  outside  section  of  primary  enclosures  in  the  wire  mesh  right  below  the  roof,  are  two  dead  and  decomposing 
rats  that  need  to  be  removed.  Part  of  pest  control  is  the  removal  of  dead  pests  to  reduce  disease  hazards  for  the  dogs. 

Correct  by:  June  26, 2008 
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3.11  Cleaning,  sanitization,  housekeeping,  and  pest  control 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from 
under  primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to 
prevent  soiling  of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and 
odors.  The  pans  under  primary  enclosures  with  grill-type  floors  and  the  ground  areas  under  raised  runs  with  mesh  or 
slatted  floors  must  be  cleaned  as  often  as  necessary  to  prevent  accumulation  of  feces  and  food  waste  and  to  reduce 
disease  hazards  pests,  insects  and  odors. 

1 . Several  of  the  whelping  boxes  are  dirty  and  need  to  be  cleaned  on  a daily  basis  to  help  reduce  any  fecal  accumulation. 
This  is  to  ensure  the  puppies  are  able  to  get  away  from  their  own  feces  and  for  their  health  and  well  being. 

2.  Several  of  the  pans  underneath  the  enclosures  had  a layer  of  grime/feces  that  needs  to  be  cleaned  and  removed  on  a 
more  frequent  basis.  This  is  also  to  help  reduce  strong  ammonia  odors  in  the  kennel. 

Correct  by:  Dec  20, 2008 

3.11  Cleaning,  sanitization,  housekeeping,  and  pest  control. 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

1 . In  the  room  between  the  kennel  and  puppy  room,  there  is  a table  of  dirty  syringes  and  other  items  that  needs  to  be 
cleaned. 

2.  In  the  puppy  room,  there  is  building  materials  left  on  the  floor  that  could  be  a potential  hazard  if  the  puppies  were  to  get 
out  of  the  enclosure. 

3.  In  the  main  kennel  and  puppy  room,  there  are  items  on  top  of  wire  mesh  enclosures  {syringes,  medical  supplies, 
cleaning  items, etc)  that  need  to  be  removed  so  the  items  do  not  accidently  fall  into  the  enclosure  and  so  the  dogs  cannot 
grab  the  items  through  the  mesh. 

4.  The  fans  in  the  main  kennel  area  are  very  dirty  and  need  to  be  cleaned  on  a more  frequent  basis. 

5.  On  the  floor  between  the  enclosures  there  is  an  accumulation  of  hair  and  grime  and  spilled  food  that  needs  to  be  swept 
and  cleaned. 

Ail  of  the  above  items  mentioned  need  to  be  addressed  to  facilitate  housekeeping  practices  and  improve  overall 
cleanliness  of  the  kennel. 


Correct  by:  Dec  21,  2008 
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3-1  (b) 

3-1  ( c X 2 ) 

HOUSING  FACILITIES,  GENERAL. 

(b)  Condition  and  site.  Animal  areas  inside  of  housing  facilities  must  be  kept  neat  and  free  of  clutter,  including  equipment, 
furniture,  and  stored  material,  but  may  contain  materials  actually  used  and  necessary  for  cleaning  the  area,  and  fixtures  or 
equipment  necessary  for  proper  husbandry  practices  and  research  needs. 

***  A number  of  miscellaneous  items  including  bleach  and  other  cleaning  supplies  are  being  stored  on  top  of  whelping  box 
enclosures.  These  items  should  be  stored  in  a designated  area  away  from  the  enclosures  for  the  safety  of  the  dogs 

***  Currently  the  licensee  is  giving  some  plastic  items  to  the  dogs  as  "toys"  these  items  include  plastic  ketchup  bottles, 
empty  bleach  bottles  and  other  plastic  items.  There  is  a potential  health  hazard  in  using  these  items  as  toys.  This  needs  to 
be  addressed  for  the  safety  of  the  dogs. 

Correct  by:  Jan  31, 2008 

(c) (2)  Maintenance  and  replacement  of  surfaces.  All  surfaces  must  be  maintained  on  a regular  basis.  Surfaces  of  housing 
facilities-inciuding  houses,  dens,  and  other  fumiture-type  fixtures  and  objects  within  the  facility— that  cannot  be  readily 
cleaned  and  sanitized,  must  be  replaced  when  worn  or  soiled. 

***  Some  of  the  wood  surfaces  in  the  primary  enclosures  are  chewed  and  no  longer  impervious  to  moisture.  This  needs  to 
be  addressed  so  the  primary  enclosures  can  be  readily  cleaned  and  sanitized. 

Correct  by:  Feb  5. 2008 


3.6  ( a X 2 X xi ) 

3.6  ( c X 1 X ii  ) 

PRIMARY  ENCLOSURES. 

xi)  Provide  sufficient  space  to  allow  each  dog  and  cat  to  turn  about  freely,  to  stand,  sit,  and  lie  in  a comfortable,  normal 
position,  and  to  walk  in  a normal  manner. 
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Currently  two  Akita's  or  large  breed  dogs  are  housed  in  whelping  boxes  that  are  designed  for  small  breed  dogs.  The 
enclosures  do  not  allow  the  dogs  to  stand  up,  turn  about  freely,  sit,  lie  or  walk  in  a normal  position  and  manner.  The  dogs 
have  to  squeeze  and  crawl  through  the  opening  to  the  whelping  box  area  where  there  are  puppies.  This  is  not  an  acceptable 
means  of  housing  for  these  dogs  and  needs  to  be  corrected  for  the  wellbeing  of  the  dogs. 


Correct  Immediately 


(ii)  Each  bitch  with  nursing  puppies  must  be  provided  with  an  additional  amount  of  floor  space,  based  on  her  breed  and 
behavioral  characteristics,  and  in  accordance  with  generally  accepted  husbandry  practices  as  determined  by  the  attending 
veterinarian.  If  the  additional  amount  of  floor  space  for  each  nursing  puppy  is  less  than  5 percent  of  the  minimum 
requirement  for  the  bitch,  such  housing  must  be  approved  by  the  attending  veterinarian  in  the  case  of  a research  facility,  and, 
in  the  case  of  dealers  and  exhibitors,  such  housing  must  be  approved  by  the  Administrator. 

***  Currently  the  two  Akita's  housed  in  the  whelping  enclosures  with  puppies  do  not  have  enough  space  to  engage  in  normal 
postural  movements.  These  enclosures  do  not  meet  the  breed  or  behavioral  characteristics  for  an  Akita  and  do  not  provide 
additional  floor  space  for  puppies.  These  dogs  need  to  be  moved  to  enclosures  that  meet  these  requirements  for  the  welfare 
of  the  dogs. 

Correct  Immediately 
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2.126  (a) 

ACCESS  AND  INSPECTION  OF  RECORDS  AND  PROPERTY  

Each  dealer  shall,  during  business  hours,  allow  APHIS  officials  to  enter  his/her  place  of  business  and  inspect  facilities, 
property,  and  animals,  and  to  examine  records  to  enforce  provisions  of  the  Animal  Welfare  Act  regulations  and  standards. 
Routine  inspections  are  important  to  the  health  and  well-being  of  the  animals. 

1)  On  Monday  12/1/08  at  11:30am,  neither  the  Licensee  nor  another  responsible  party  was  available  to  accompany  this 
inspector  on  an  animal  welfare  inspection.  A message  was  left  on  the  Licensee's  answering  machine. 

This  was  the  first  attempted  inspection. 

Please  advise  the  inspector  of  your  hours  of  availability  by  calling  (301 ) 526-161 5 or  by  mailing  such  information  to : 

Dr.  Steven  Nusbaum 

P.O.  Box  383 

Lake  Luzerne,  NY  12846 


Prepared  By: 

Tide: 
Received  By 


zm 


STEVEN  NUSBAUM,  USDA,  APHIS,  Animal  Care 

b6,  b7c 


^GRE^ORYA.  YOVAfT 
Title:  OWNER  (BY  FIRST  CLASS  MAIL) 


Date:  1 -DEC-08 


Date:  1-DEC-08 


?a 


of  1 


USDA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Servit 


JUN  % 4 2008 

INSPECTION  REPORT 


ABAJ.LKORAWA 

28868  custjd 
33721 S inspjd 
32413  site  id 


EARL  HOOVER 

3170  CHUBB  HOLLOW  RD 
PENN  YAN,  NY  14527 


Customer  ID:  28868 
Certificate:  21-A-0093 

Site:  001 

HOOVER  EARL  M 

Inspection 

Type:  ROUTINE  INSPECTION 
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2.75  ( a X 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(a)(1)  Each  dealer,  whom  animals  are  consigned,  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly 
disclose  the  following  Information  concerning  each  dog  or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in 
his  or  her  possession  or  under  his  or  her  control,  or  which  is  transported,  euthanized,  sold,  or  otherwise  disposed  of  by  that 
dealer  or  exhibitor.  The  records  shall  include  any  offspring  bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or 
her  control. 

***  There  records  of  animals  on  hand  (form  7005)  does  not  accurately  account  for  all  the  dogs  in  the  facility.  Ten  dogs  are  not 
accounted  for  through  the  records.  These  records  need  to  be  accurately  maintained  per  this  regulation  and  for  recordkeeping 
purposes. 

Correct  by:  June  23, 2008 


3.1  < a ) 

3.1  (e) 

HOUSING  FACILITIES,  GENERAL. 

(a)  Structure:  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  structurally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering. 

***  Multiple  enclosures  are  in  disrepair  with  broken  wires  protruding,  mesh  that  is  not  secured  and  pushing  into  an  adjacent 
enclosures,  and  holes  in  the  wire  mesh.  These  enclosures  need  to  be  kept  in  good  repair  to  keep  the  enclosures  structurally 
sound  and  for  the  safety  of  the  dogs. 

Correct  by:  June  22, 2008 

(e)  Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage, 
contamination,  and  vermin  infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning 
underneath  and  around  the  supplies.  Ail  open  supplies  of  food  and  bedding  must  be  kept  in  leakproof  containers  with  tightly 
fitting  lids  to  prevent  contamination  and  spoilage. 
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***  The  food  storage  area  needs  to  be  cleaned.  There  are  empty  bags  thrown  on  the  floor,  there  is  green  moldy  food  on  the 
floor  that  was  trapped  underneath  the  pallets.  In  addition,  the  leakproof  containers  holding  open  bags  of  food  have  evidence 
of  moldy  food  at  the  bottom  of  the  containers  underneath  the  open  supplies.  This  food  storage  area  is  not  being  cleaned  on  a 
routine  basis  and  there  is  a high  potential  for  food  supplies  to  become  contaminated.  This  food  storage  area  needs  to  be 
cleaned  and  the  leakproof  containers  sanitized. 

Correct  by:  June  19,  2008 


USDA 


3.11  ( a ) 

3.11  ( b K 2 ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors. 

***  There  are  a few  enclosures  that  have  more  than  a day's  worth  of  feces  that  is  not  falling  through  the  wire  mesh.  Excreta 
and  food  waste  must  be  removed  from  primary  enclosures  daily  for  the  health  of  the  dogs. 

”*  A few  enclosures  have  feces  that  are  caught  between  the  wire  mesh  and  wood  base  structure.  These  areas  also  need  to 
be  cleaned  as  often  as  necessary  to  reduce  disease  hazards  and  odors. 

Correct  by:  June  19, 2008 

(b) (2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

***  Several  feeders  have  a layer  of  grime  underneath  the  lip  where  the  dogs  eat.  These  feeders  according  to  the  licensee 
have  not  been  cleaned  in  the  past  month.  Per  this  regulation  and  for  the  health  of  the  dogs.  Feeders  need  to  be  sanitized  at 
least  once  every  2 weeks.  In  addition,  one  metal  feeder  is  showing  signs  of  rust  and  needs  to  be  replaced. 

Correct  by:  June  22,  2008 
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Customer  ID:  28868 
Certificate:  21  -A-0093 

Site:  001 

HOOVER  EARL  M 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-22-2008 


2.40  ( b X 3 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

1.  Several  of  the  dogs  are  matted  and  in  need  of  grooming.  Once  the  fur  becomes  matted,  it  pulls  and  separates  from  the 
skin  leaving  the  dog  exposed  to  the  elements.  Grooming  needs  to  be  performed  on  a routine  basis  for  the  health  of  the  dogs. 

2.  In  addition,  several  dogs  have  long  nails  that  need  to  be  trimmed.  Long  nails  pose  a potential  hazard  if  the  nails  get  caught 
in  the  wire  mesh  or  are  allowed  to  grow  under  into  the  foot  pad.  Nails  need  to  be  trimmed  on  a regular  basis  for  the  health  of 
the  dogs. 

Correct  by:  March  10, 2008 


3-1  ( b ) 

HOUSING  FACILITIES,  GENERAl. 

(b)  Condition  and  site.  Housing  facilities  and  areas  used  for  storing  animal  food  or  bedding  must  be  free  of  any  accumulation 
of  trash,  waste  material,  junk,  weeds,  and  other  discarded  materials.  Animal  areas  inside  of  housing  facilities  must  be  kept 
neat  and  free  of  clutter,  including  equipment,  furniture,  and  stored  material,  but  may  contain  materials  actually  used  and 
necessary  for  cleaning  the  area,  and  fixtures  or  equipment  necessary  for  proper  husbandry  practices  and  research  needs. 

1 . The  food  storage  area  has  food  on  the  ground  throughout  the  room,  as  well  as  empty  feed  bags.  This  area  needs  to  be 
swept  and  kept  clean  to  reduce  vermin  and  to  facilitate  good  husbandry  practices. 

2.  The  kennel  area  has  a lot  of  dust,  hair  and  cobwebs  throughout  the  wire  mesh  enclosures,  on  the  windows  and  through 
the  area.  Animal  areas  need  to  be  kept  neat  and  free  of  clutter  to  facilitate  good  husbandry  practices.  In  addition,  a trash  can 
needs  to  be  kept  in  the  area  to  facilitate  this. 

Correct  by:  March  1 , 2008 
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3.6  ( a K 2 K x ) 

PRIMARY  ENCLOSURES. 

(x)  Have  floors  that  are  constructed  in  a manner  that  protects  the  dogs’  and  cats'  feet  and  legs  from  injury,  and  that,  if  of  mesh 
or  slatted  construction,  do  not  allow  the  dogs’  and  cats’  feet  to  pass  through  any  openings  in  the  floor. 

***  A whelping  enclosure  has  wire  mesh  that  is  too  wide  for  Cairn  terrier  puppies  and  when  the  puppies  are  on  the  mesh, 
their  legs  are  falling  through.  This  needs  to  be  addressed  per  this  regulation  and  for  the  safety  of  the  puppies. 

Correct  by:  Feb  27,  2008 
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No  non  compliant  items  observed  during  this  inspection. 
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Customer  ID:  30499 
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Site:  001 
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Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUN-1 8-2008 


2.75  ( a X 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(a)(1)  Each  dealer  to  whom  animals  are  consigned,  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and 
correctly  disclose  the  following  information  concerning  each  dog  or  cat  purchased  or  otherwise  acquired,  owned,  held,  or 
otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or  which  is  transported,  euthanized,  sold,  or  otherwise 
disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any  offspring  born  of  any  animal  while  in  his  or  her 
possession  or  under  his  or  her  control. 

***  The  records  of  animals  on  hand  (form  2005)  does  not  accurately  account  for  ail  the  dogs  in  the  kennel.  There  were  27 
dogs  in  the  kennel,  but  only  22  dogs  listed  in  the  records.  In  addition,  there  are  no  acquisition  records  for  the  recently 
acquired  dogs  from  PA. 

“’“The  one  male  Pomeranian  that  is  an  intact  male  but  considered  recently  by  the  licensee  to  be  a "guard  dog"  is  still  tisted 
on  the  records  of  animals  on  hand.  He  is  therefore  considered  part  of  the  regulated  business.  This  dog  needs  to  be  removed 
from  the  records  if  it  is  not  longer  used  for  breeding  purposes. 

Correct  by:  June  20, 2008 


3.6  ( c X 4 ) REPEAT  NCI 

PRIMARY  ENCLOSURES. 

(4)  Prohibited  means  of  primary  enclosure.  Permanent  tethering  of  dogs  is  prohibited  for  use  as  primary  endosure. 
Temporary  tethering  of  dogs  is  prohibited  for  use  as  primary  enclosure  unless  approval  is  obtained  from  APHIS. 

**  The  intact  male  Pomeranian  is  still  tethered  to  a chain  outdoors.  This  is  an  unacceptable  means  of  housing  for  animals 
regulated  under  the  AWA.  The  licensee  insists  this  is  now  a "guard  dog*  but  the  animal  is  still  listed  in  the  records  of  animals 
on  hand  for  the  facility.  This  needs  to  be  addressed  for  the  safety  of  the  dog. 


3.11  ( C ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
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required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

***  There  is  a layer  of  grime  along  the  pack  pipe  underneath  and  along  side  the  enclosures.  In  addition,  there  is  a layer  of 
dust  and  grime  in  the  whelping  room  along  the  top  of  the  whelping  boxes.  The  window  ledges  have  a mix  of  dust  and  flies 
that  needs  to  be  removed.  All  of  these  areas  need  to  be  kept  clean  to  promote  good  housekeeping  practices. 

Correct  by:  June  25,  2008 


USDA 

liiSES 


Prepared  By: 

ANDREA  BSlL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 
Title:  ANIMAL  CARE  INSPECTOR  Inspector  ID:  1075 
Received  By: 

Aaron  Zimmerman  (J 
Title:  OWNER 


Date: 

JUN-1 8-2008 
Date: 

JUN- 18-2008 


P-ige  2 of  2 


JJ3ALLM0RANA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Servi' 

32571  custjd 

INSPECTION  REPORT  WAY  3 0 2008  337200  insP-id 

37191  site_id 

Customer  ID:  32571 
Certificate:  21  -A-0 1 03 

Site:  001 

NATHAN  ZIMMERMAN 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-22-2008 

3-6  ( a M 2 X H ) 

PRIMARY  ENCLOSURES. 

(2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they:  (ii)  Protect  the  dogs  and  cats  from  injury. 

***  One  beagle  in  a whelping  enclosure  has  to  squeeze  through  an  opening  leading  to  the  whelping  box  that  is  not  tall  or 
wide  enough  for  her.  This  could  potentially  cause  injury  if  the  dog  is  scraping  her  body  along  the  sides  of  the  opening.  This 
needs  to  be  addressed  for  the  safety  of  the  dog. 

Correct  by:  May  31. 2008 


3.11  ( a ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

The  pans  under  primary  enclosures  with  grill-type  floors  and  the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors 
must  be  cleaned  as  often  as  necessary  to  prevent  accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards 
pests,  insects  and  odors. 

***  There  us  a PVC  pipe  running  the  length  of  the  whelping  enclosures  and  underneath  one  runs  of  enclosures  in  the  main 
kennel  area.  This  PVC  pipe  is  collecting  a lot  of  urine,  fecal  waste  and  general  debris.  In  addition,  the  PVC  larger  openings 
underneath  the  whelping  enclosures  have  an  accumulation  of  grime  that  needs  to  be  cleaned.  These  areas  need  to  be 
cleaned  on  a more  frequent  basis  for  the  health  of  the  dogs. 

Correct  by:  May  25. 2008 
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2.126 

ACCESS  AND  INSPECTION  OF  RECORDS  AND  PROPERTY. 

(a)  Each  dealer,  exhibitor,  intermediate  handler,  or  carrier,  shall,  during  business  hours,  allow  APHIS  officials: 

(1)  To  enter  its  place  of  business; 

(2)  To  examine  records  required  to  be  kept  by  the  Act  and  the  regulations  in  this  part; 

(3)  To  make  copies  of  the  records; 

(4)  To  inspect  and  photograph  the  facilities,  property  and  animals,  as  the  APHIS  officials  consider  necessary  to  enforce  the 
provisions  of  the  Act,  the  regulations  and  the  standards  in  this  subchapter;  and 

(5)  To  document,  by  the  taking  of  photographs  and  other  means,  conditions  and  areas  of  noncompliance. 


***  The  facility  was  not  able  to  be  inspected  because  no  one  was  available  for  the  inspection  process.  Upon  arrival,  t knocked 
on  the  front  door,  called  the  phone  number  listed,  waited  20  min  and  returned  again  an  hour  later.  Please  call  me  at  703-812- 
6940  with  your  current  hours  of  availability. 


This  is  the  first  attempted  inspection. 
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2.40  ( b X 2 ) 

2.40  ( b K 3 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(b)(2)The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  One  Shitzu's  left  eye  is  protruding  outward  and  is  red  in  coloration.  TTie  cornea  is  not  visible.  This  dog  has  been  given  eye 
drops  by  the  licensee  for  the  past  week;  however  the  eye  has  not  improved.  This  dog  needs  to  be  seen  by  the  vet  to  assess 
the  eye  and  determine  next  method  of  treatment 

Correct  by:  April  24, 2008 

(3)  Daily  observation  of  all  animals  to  assess  their  health  and  weli-being. 

***  Several  of  the  dogs  are  in  need  of  grooming  and  need  to  have  nails  trimmed.  Long  nails  pose  a potential  hazard  if  the 
nails  grow  under  into  the  foot  pad,  or  get  caught  in  the  wire  mesh. 

Correct  by:  May  20, 2008 


3.4  ( c ) 

OUTDOOR  HOUSING  FACILITIES. 

(c)  Construction.  Building  surfaces  in  contact  with  animals  in  outdoor  housing  facilities  must  be  Impervious  to  moisture.  All 
surfaces  must  be  maintained  on  a regular  basis.  Surfaces  of  outdoor  housing  fadlities-including  houses,  dens,  etc.--that 
cannot  be  readily  cleaned  and  sanitized,  must  be  replaced  when  worn  or  soiled. 

***  The  current  outdoor  enclosures  used  for  quarantine  housing  need  to  be  addressed.  There  are  sections  of  wood  that  are 
no  longer  impervious  to  moisture  and  cannot  be  readily  cleaned  and  sanitized.  In  addition,  there  are  sections  of  the  wood  that 
is  chewed  creating  sharp  edges  for  puppies.  These  enclosures  need  to  be  addressed  for  the  safety  of  the  dogs. 

Correct  by:  May  01,  2008 
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3.11  ( a ) 

3-11  (M2) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors.  The  pans 
under  primary  enclosures  with  grill-type  floors  and  the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors  must  be 
cleaned  as  often  as  necessary  to  prevent  accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards  pests, 
insects  and  odors. 

***  The  wire  mesh  enclosures  outside  in  the  quarantine  area  have  an  accumulation  of  feces  that  are  not  falling  through  the 
wire  mesh.  In  addition,  there  is  an  accumulation  of  feces  underneath  the  enclosures  that  is  contributing  to  a strong  odor  and 
insect  problem  throughout  the  area.  These  enclosure  need  to  be  cleaned  more  frequently  when  dogs  are  in  these 
enclosures  for  the  health  of  the  dogs. 

Correct  by:  April  24, 2008 

(b) (2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

***  The  feeding  receptacles  are  dirty  and  need  to  be  cleaned  more  frequently.  There  is  a layer  of  grime  under  the  edge  where 
the  dog  eats.  In  addition,  a few  of  the  water  receptacles  are  also  in  need  of  cleaning  to  remove  some  of  the  hard  water 
deposits.  Food  and  water  receptacles  need  to  be  cleaned  and  sanitized  at  least  once  every  2 week  and  cleaned  more  often  if 
necessary  to  prevent  the  accumulation  of  dirt  and  debris. 

Correct  by:  April  29, 2008 
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Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-17-2008 


No  non  compliant  items  observed  during  this  inspection. 
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Customer  ID:  33436 
Certificate:  21-A-0105 

Site:  001 

C MAR  KENNEL 

Inspection 

Type:  ATTEMPTED  INSPECTION 
Date:  JUL-08-2008 


2.126 

ACCESS  AND  INSPECTION  OF  RECORDS  AND  PROPERTY. 

(a)  Each  dealer,  exhibitor,  intermediate  handler,  or  carrier,  shall,  during  business  hours,  allow  APHIS  officials: 

(1)  To  enter  its  place  of  business; 

(2)  To  examine  records  required  to  be  kept  by  the  Act  and  the  regulations  in  this  part; 

(3)  To  make  copies  of  the  records; 

(4)  To  inspect  and  photograph  the  facilities,  property  and  animals,  as  the  APHIS  officials  consider  necessary  to  enforce  the 
provisions  of  the  Act,  the  regulations  and  the  standards  in  this  subchapter;  and 

(5)  To  document,  by  the  taking  of  photographs  and  other  means,  conditions  and  areas  of  noncompliance. 


***  This  facility  was  not  able  to  be  inspected  because  no  one  was  available  for  the  inspection  process.  Upon  arrival,  I called 
the  phone  number  listed  and  was  informed  the  licensee  was  away  working.  Please  call  me  with  your  current  hours  of 
availability. 

This  is  the  first  attempted  inspection. 
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ENOS  AND  MARTHA  SCHMUCKER 


Customer  ID:  33167 
Certificate:  21-A-01Q7 


Site:  001 

1 061  WHISKEY  HILL  RD  schmucker  enos  and  martha 

WATERLOO,  NY  1 31 65  inspection 

Type:  Routine 

Date:  18  December  2008 


2.40  Attending  veterinarian  and  adequate  veterinary  care  (dealers  and  exhibitors). 

(b)(2)  The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  One  small  breed  dog’s  left  eye  is  red  and  appears  to  be  bulging  out  of  the  socket  This  dog  needs  to  be  seen  by  the 
vet  to  assess  the  eye  and  if  treatment  is  needed.  This  needs  to  be  addressed  for  the  health  of  the  dog. 

Correct  Immediately 


2.50  Time  and  method  of  identification. 

(a)(1)  All  live  dogs  and  cats  held  on  the  premises,  purchased,  or  otherwise  acquired,  sold  or  otherwise  disposed  of,  or 
removed  from  the  premises  for  delivery  to  a research  facility  or  exhibitor  or  to  another  dealer,  or  for  sale,  through  an 
auction  sale  or  to  any  person  for  use  as  a pet,  shall  be  identified  by  an  official  tag  of  the  type  described  in  Sec.  2.51. 

***  26  Dogs  identified  on  record  do  not  have  an  official  for  of  Id.  This  is  required  per  this  regulation  and  needs  to  be 
addressed  to  properly  identify  the  dogs  at  the  facility. 

Correct  Immediately 


2.75  Records:  Dealers  an^  exhibitors. 

(a)(1)  Each  dealer,  to  whom  animals  are  consigned,  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and 
correctly  disclose  the  following  information  concerning  each  dog  or  cat  purchased  or  otherwise  acquired,  owned,  held,  or 
otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or  which  is  transported,  euthanized,  sold,  or  otherwise 
disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any  offspring  tom  of  any  animat  while  in  his  or  her 
possession  or  under  his  or  her  control.(i)  The  name  and  address  of  the  person  from  whom  a dog  or  cat  was  purchased  or 
otherwise  acquired  whether  or  not  the  person  Is  required  to  be  licensed  or  registered  under  the  Act;  (ii)  The  USDA  license 
or  registration  number  of  the  person  if  he  or  she  is  licensed  or  registered  under  the  Act;  (iii)  The  vehicle  license  number 
and  State,  and  the  driver's  license  number  (or  photographic  identification  card  for  nondrivers  issued  by  a State)  and  State 
of  the  person,  if  he  or  she  is  not  licensed  or  registered  under  the  Act. 
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***  1 2 dogs  that  were  recently  acquired  have  no  information  other  than  a first  name  of  whom  the  dogs  were  acquired  from. 
Per  this  regulation  and  to  adequately  track  the  movement  of  dogs;  a full  name,  address  and  id  is  required  for  the 
acquisition  of  all  dogs  by  a licensee.  This  needs  to  be  addressed  and  this  information  obtained  on  each  new  acquisition. 

Correct  Immediately 


3.1  Housing  facilities,  general. 

(e)  Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage, 
contamination,  and  vermin  infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning 
underneath  and  around  the  supplies. 

***  The  bagged  food  stored  In  the  bam  structure  for  large  breed  dogs  was  covered  with  bird  feces.  The  food  supplies  need 
to  be  kept  covered  to  protect  the  food  supplies  from  contamination  and  vermin  infestation.  This  needs  to  be  addressed  for 
the  health  of  the  dogs. 

Correct  by:  Dec  21, 2008 


3.4  Outdoor  housing  facilities. 

(b)(4)  Contain  dean,  dry,  bedding  material  if  the  ambient  temperature  is  below  50  deg.  F (10  deg.  C).  Additional  clean,  dry 
bedding  is  required  when  the  temperature  is  35  deg.  F (1.7  deg.  C)  or  lower. 

***  The  large  breed  dogs  housed  in  a barn  structure  need  additional  bedding.  The  temperature  in  the  barn  was  43.2  deg  F 
according  to  the  handheld  Kestrel  reader.  Much  of  the  bedding  was  wet  and  there  was  not  enough  bedding  to  allow  the 
dogs  to  stay  dry.  This  needs  to  be  addressed  for  the  health  of  the  dogs. 

Correct  Immediately 


3.6  Primary  enclosures. 

(a)(2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they:  (ii)  Protect  the  dogs  and  cats  from  Injury. 

***  Currently  the  facility  uses  old  feed  bags  for  bedding  in  the  whelping  boxes.  In  the  feed  bag  is  a plastic  liner  that  could 
be  potentially  dangerous  to  neonate  pups  if  the  puppies  get  their  nose  or  mouth  stuck  and  cannot  breathe  or  if  they  ingest 
any  plastic.  These  plastic  liners  need  to  be  removed  for  the  health  and  safety  of  the  puppies. 

Correct  Immediately 


3.9  Feeding. 

(b)  Food  receptacles  must  be  used  for  dogs  and  cats,  must  be  readily  accessible  to  all  dogs  and  cats,  and  must  be 
located  so  as  to  minimize  contamination  by  excreta  and  pests,  and  be  protected  from  rain  and  snow.  Feeding  pans  must 
either  be  made  of  a durable  material  that  can  be  easily  cleaned  and  sanitized  or  be  disposable  and  must  be  sanitized  in 
accordance  with  Sec.  3.1 1(b)  of  this  subpart. 

***  The  feeding  receptacles  in  the  large  breed  enclosures  are  chewed  to  the  point  they  can  not  longer  be  cleaned  and 
sanitized.  These  food  receptacles  need  to  be  replaced  per  this  regulation. 

Correct  by:  Dec  24, 2008 
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3.10  Watering.  REPEAT 

If  potable  water  is  not  continually  available  to  the  dogs  and  cats,  it  must  be  offered  to  the  dogs  and  cats  as  often  as 
necessary  to  ensure  their  health  and  well-being,  but  not  less  than  twice  daily  for  at  least  1 hour  each  time,  unless 
restricted  by  the  attending  veterinarian.  Water  receptacles  must  be  kept  clean  and  sanitized  in  accordance  with  Sec. 

3.1 1(b)  of  this  subpart,  and  before  being  used  to  water  a different  dog  or  cat  or  social  grouping  of  dogs  or  cats. 

***  All  but  one  of  the  water  receptacles  in  the  large  breed  enclosures  were  empty  and  all  were  chewed  to  the  point  they 
can  no  longer  be  cleaned  and  sanitized.  These  water  receptacles  need  to  be  replaced  for  the  safety  of  the  dogs. 

***  In  addition,  the  one  German  Sheperd  with  a litter  of  pups  had  a small  water  receptacle  that  was  covered  with  straw 
and  debris  in  the  water.  Because  this  animal  is  nursing  she  should  have  access  to  ample  clean  water  for  the  health  of  her 
and  the  pups. 


3.11  Cleaning,  sanitization,  housekeeping,  and  pest  control. 

(b)(1)  Used  primary  enclosures  and  food  and  water  receptacles  must  be  cleaned  and  sanitized  in  accordance  with  this 
section  before  they  can  be  used  to  house,  teed,  or  water  another  dog  or  cat,  or  social  grouping  of  dogs  or  cats. 

***  There  is  an  excessive  amount  of  hair  hanging  down  underneath  Hie  wire  mesh  enclosures  that  needs  to  be  removed 
on  a more  frequent  basis.  This  hair  collects  urine  and  fecal  debris  and  can  potentially  breed  bacteria  which  contribute  to  a 
stronger  odor  in  the  kennel.  This  needs  to  be  addressed  for  the  cleanliness  of  the  kennel  and  for  the  health  of  the  dogs. 

Correct  by:  Dec  24,  2008 


(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  paste  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

”*  In  the  main  kennel  there  are  several  areas  of  housekeeping  that  need  to  be  addressed.  Underneath  the  puppy 
enclosures  there  were  dirty  water  bowls  and  feeders  that  need  to  be  cleaned.  Food  debris  left  in  the  feeders  contributes  to 
pest  issues.  In  addition,  there  was  evidence  of  rodent  droppings  next  to  the  puppy  enclosures. 

***  The  chain  link  enclosures  in  the  large  breed  bam  structure  have  an  accumulation  of  straw  and  dust  throughout  the 
chain  link.  In  addition,  the  area  needs  to  be  swept  and  the  area  around  the  dogs  kept  cleaned. 

Both  Items  need  to  be  addressed  to  promote  good  housekeeping  practices  and  for  the  health  of  the  dogs. 

Correct  by:  Dec  24,  2008 


Note:  The  licensee  was  leaving  the  facility  after  the  inspection  was  completed.  An  exit  interview  was  conducted  informing 
the  licensee  of  the  above  mentioned  items.  This  report  was  then  mailed  to  the  facility. 
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1061  WHISKEY  HILL  RD 
WATERLOO,  NY  13165 


Customer  ID:  33167 
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Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-06-2008 


2.40  ( b X 3 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  {DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***  Several  of  the  dogs  are  matted  and  in  need  of  grooming.  Several  of  the  cocker  spaniels  have  ears  that  are  very  matted. 
Once  the  fur  becomes  matted,  the  hair/fur  pulls  and  separates  from  the  skin  leaving  the  animals  exposed  to  the  elements. 
The  animals  need  to  be  groomed  on  a routine  basis  for  the  health  of  the  dogs. 

***  Several  of  the  dogs  have  long  nails  that  need  to  be  trimmed.  Long  nails  pose  a potential  hazard  if  the  nails  get  caught  in 
the  wire  mesh  or  grow  under  into  the  foot  pad.  These  nails  need  to  be  trimmed  on  a routine  basis  for  the  health  of  the  dogs. 

Correct  by:  Aug  20, 2008 


3.6  {«X  2) 

PRIMARY  ENCLOSURES. 

(2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they:  (0  Have  no  sharp  points  or  edges  that  could  injure 
the  dogs  and  cats;  (ii)  Protect  the  dogs  and  cats  from  injury:  (iii)  Contain  the  dogs  and  cats  securely. 

***  Upon  entering  the  kennel,  one  of  the  doors  to  an  enclosure  was  off  the  wire  hinge.  This  allowed  a puppy  to  fall  out  and 
was  found  underneath  the  enclosure.  Enclosures  must  be  kept  in  good  repair  to  adequately  contain  the  dog’s  for  their  health 
and  wellbeing. 

Corrected  at  the  time  of  inspection. 


3.10 

WATERING. 

Water  receptacles  must  be  kept  clean  and  sanitized  in  accordance  with  Sec.  3.1 1(b) 
water  a different  dog  or  cat  or  social  grouping  of  dogs  or  cats. 

***  There  is  an  old  rusted  metal  bowi  in  the  St  Bernard  enclosure  that  is  not  able  to  be 
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the  health  of  the  dog. 

***  The  water  buckets  for  the  large  breed  dogs  are  chewed  around  the  edges  and  need  to  be  replaced  when  they  can  no  long 
be  sanitized.  This  Is  for  the  health  of  the  dogs. 

Correct  by:  Aug  10,  2008 
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Customer  ID:  33167 
Certificate:  21  -A-0107 

Site:  ooi 

SCHMUCKER  ENOS  AND  MARTHA 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-07-2008 


2M  ( b X 2 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  One  small  breed  dog  has  a fist  size  mass  hanging  down  underneath  her  stomach  area.  The  mass  has  a raw  area  where 
it  is  likely  rubbing  across  the  wire  mesh.  This  dog  should  be  assessed  by  the  vet  to  determine  possible  options  of  treatment. 

***The  mad  cabinet  contains  dead  flies  around  medications.  The  cabinet  used  for  medications  should  be  kept  dean  to 
reduce  disease  hazards  and  prevent  contamination  to  the  medications. 

Coned  by:  July  10, 2008 

2.50  ( a X 1 ) 

TIME  AND  METHOD  OF  IDENTIFICATION. 

(a)(1)  Ail  live  dogs  held  on  the  premises,  purchased,  or  otherwise  acquired,  sold  or  otherwise  disposed  of,  or  removed  from 
the  premises  for  delivery  to  a research  facility  or  exhibitor  or  to  another  dealer,  or  for  sale,  through  an  auction  sale  or  to  any 
person  for  use  as  a pet,  shall  be  identified  by  an  official  tag  of  the  type  described  in  Sec.  2.51  affixed  to  the  animal's  neck  by 
means  of  a collar  made  of  material  generally  considered  acceptable  to  pet  owners  as  a means  of  identifying  their  pet  dogs  or 
cats  \2\,  or  shall  be  identified  by  a distinctive  and  legible  tattoo  marking  acceptable  to  and  approved  by  the  Administrator. 

***  Currently  43  dogs  at  the  facility  have  no  official  form  of  identification.  This  needs  to  be  corrected  to  comply  with  this  section 
of  the  regulations  and  for  identification  purposes. 

Correct  by:  July  10, 2008 

2.75  ( a X 1 ) REPEAT  NCI 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(a)(1)Each  dealer,  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  each  exhibitor 
shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  each 
dog  or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control, 
or  which  is  transported,  euthanized,  sold,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any 
offspring  born  of  any  animat  while  in  his  or  her  possession  or  under  his  or  her  control.(i)  the  name  and  address  of  the 
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person  from  whom  a dog  or  cat  was  purchased  or  otherwise  acquired  whether  or  not  the  person  is  required  to  be  licensed  or 

registered  under  the 

Act. 


***  The  records  of  animals  on  hand  (form  7005)  does  not  contain  complete  and  accurate  information  for  the  dogs  at  the 
facility.  43  dogs  listed  do  not  have  a tag  number,  date  of  birth,  date  of  acquisition  and  description  information.  In  addition, 
these  dogs  do  not  have  complete  information  from  their  source  of  origin.  Record  keeping  needs  to  be  accurately  maintained 
in  a timely  manner  to  account  for  the  required  information  per  this  regulation. 

***  24  dogs  have  sold  or  transferred  to  possible  rescue  organizations  in  the  area  and  in  Ohio.  There  are  no  disposition 
records  (form  7006)  available  identifying  where  the  dogs  went.  These  records  are  also  an  important  part  of  the  record 
keeping  process  and  need  to  be  maintained. 

3.6  ( a X 2 X x ) 

PRIMARY  ENCLOSURES. 

(x)  Have  floors  that  are  constructed  in  a manner  that  protects  the  dogs'  and  cats'  feet  and  legs  from  injury,  and  that,  if  of  mesh 
or  slatted  construction,  do  not  allow  the  dogs'  and  cats'  feet  to  pass  through  any  openings  in  the  floor. 

***  A litter  of  puppies  are  housed  on  wire  mesh  that  is  too  wide  for  their  feet.  A section  of  the  enclosure  has  an  old  feed  bag 
down  to  give  them  some  area  where  their  legs  don't  go  through,  however  this  area  is  not  large  enough  and  when  the  puppies 
are  off  the  bag,  their  feet  foil  through  the  mesh.  This  needs  to  be  addressed  for  the  safety  of  the  puppies. 

Correct  by:  July  4,  2008 

3.8  ( a ) 

EXERCISE  FOR  DOGS. 

(a)  Dogs  housed  individually.  Dogs  over  12  weeks  of  age,  except  bitches  with  litters,  housed,  held,  or  maintained  by  any 
dealer,  exhibitor,  or  research  facility,  including  Federal  research  facilities,  must  be  provided  the  opportunity  for  exercise 
regularly  if  they  are  kept  individually  in  cages,  pens,  or  runs  that  provide  less  than  two  times  the  required  floor  space  for  that 
dog,  as  indicated  by  Sec.  3.6(c)(1)  of  this  subpart. 

***  One  enclosure  housing  a St  Bernard  does  not  provide  two  times  the  required  floor  space  for  this  dog,  thus  this  dog 
requires  additional  exercise  for  its  health  and  well  being. 

Correct  by:  July  4,  2008 


3.11  (a)  REPEAT  NCI 

3.11  ( b X 2 ) REPEAT  NCI 

3.11  ( c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
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primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors.  Standing 
water  must  be  removed  from  the  primary  enclosure  and  animals  in  other  primary  enclosures  must  be  protected  from  being 
contaminated  with  water  and  other  wastes  during  the  cleaning.  The  pans  under  primary  enclosures  with  grill-type  floors  and 
the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors  must  be  cleaned  as  often  as  necessary  to  prevent 
accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards  pests,  insects  and  odors. 


***  The  bam  housing  large  breed  dogs  on  concrete  has  not  been  cleaned  in  five  days.  There  is  a large  accumulation  of  feces 
in  multiple  enclosures  and  most  of  the  large  breed  dogs  are  soiled.  There  is  also  a strong  odor  in  the  bam  from  the  amount 
of  fecal  meterial.  These  enclosures  need  to  be  cleaned  on  a DAILY  basis  to  prevent  an  excessive  accumulation  of  feces  and 
prevent  the  dogs  from  being  soiled. 


(b) (2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

***  According  to  the  licensee,  the  feeders  were  sanitized  within  the  last  month.  Many  of  the  feeders  have  an  accumulation  of 
grime  and  hair  underneath  the  lip  of  the  feeder  where  the  dog  consumes  food  from.  A few  feeders  had  fecal  material  in  the 
feeders  and  some  caking  of  the  feed.  These  feeders  need  to  be  sanitized  least  once  every  2 weeks  per  this  regulation  for  the 
health  of  the  dogs. 

***  The  water  receptacles  in  the  bam  for  the  large  breed  dogs  are  chewed  to  the  point  where  they  can  no  longer  be  effectively 
sanitized.  One  water  receptacle  had  evidence  of  algae  growth  and  dead  flies  in  the  water  container.  These  containers  also 
need  to  be  cleaned  and  sanitized  on  a regular  basis  for  the  health  of  the  dogs. 

***  Underneath  the  primary  enclosures,  there  is  an  accumulation  of  hair/fur  hanging  down  from  the  wire  mesh  that  needs  to 
be  removed  on  a regular  basis.  This  accumulation  of  hair  collects  urine  and  feces  and  potentially  creates  a breeding  ground 
for  bacteria.  Part  of  foe  sanitization  process  includes  removing  hair/for  (organic  material)  to  effectively  sanitize  foe  kennel. 

***  The  back  walls  of  foe  main  kennel  have  an  accumulation  of  dirt  and  debris  that  needs  to  be  cleaned  on  a routine  basis  for 
the  health  of  foe  kennel. 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  foe  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

***  In  the  bam  housing  large  breed  dogs,  there  are  miscellaneous  items  including  extra  crates  that  cause  the  area  to  be 
cluttered.  Adjacent  to  the  bam  is  an  open  area  with  miscellaneous  items  including  a wheel  barrel  with  shaving  and  feces. 
The  area  is  overgrown  with  weeds  and  grasses  that  promote  living  areas  for  pests.  In  addition,  there  is  a large  amount  of 
bird  feces  on  foe  ground  surrounding  foe  enclosures  inside  the  bam. 
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***  In  general  the  area  around  the  kennel  has  a lot  of  miscellaneous  items  (containers,  enclosures)  and  the  area  is 
overgrown  with  weeds  and  bushes.  The  lack  of  housekeeping  in  this  area  does  not  facilitate  good  housekeeping  practices 
and  does  not  eliminate  breeding  grounds  for  pests.  This  area  needs  to  be  addressed  per  this  regulation  and  for  the  general 
health  of  the  kennel. 

Correct  by:  July  15, 2008 
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Customer  ID:  33167 
Certificate:  21-A-0107 

Site:  001 

SCHMUCKER  ENOS  AND  MARTHA 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-02-2008 


2.40  (b)(2)  REPEAT  NCI 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  One  small  breed  dog  has  a fist  size  mass  hanging  down  underneath  her  stomach  area.  The  mass  has  a raw  area  where 
it  is  likely  rubbing  across  the  wire  mesh.  This  dog  should  be  assessed  by  the  vet  to  determine  possible  options  of  treatment. 

Correct  by:  July  10, 2008 

REPEAT-  The  med  cabinet  contains  dead  flies  around  medications.  The  cabinet  used  for  medications  should  be  kept  dean 
to  reduce  disease  hazards  and  prevent  contamination  to  the  medications. 

2.50  ( a x 1 ) 

TIME  AND  METHOD  OF  IDENTIFICATION. 

(a)(1)  All  live  dogs  held  on  the  premises,  purchased,  or  otherwise  acquired,  sold  or  otherwise  disposed  of,  or  removed  from 
the  premises  for  delivery  to  a research  facility  or  exhibitor  or  to  another  dealer,  or  for  sale,  through  an  auction  sale  or  to  any 
person  for  use  as  a pet,  shall  be  identified  by  an  official  tag  of  the  type  described  in  Sec.  2.51  affixed  to  the  animal's  neck  by 
means  of  a collar  made  of  materia!  generally  considered  acceptable  to  pet  owners  as  a means  of  identifying  their  pet  dogs  or 
cats  \2\,  or  shall  be  identified  by  a distinctive  and  legible  tattoo  marking  acceptable  to  and  approved  by  the  Administrator. 

***  Currently  43  dogs  at  the  facility  have  no  official  form  of  identification.  This  needs  to  be  corrected  to  comply  with  this  section 
of  the  regulations  and  for  identification  purposes. 

Correct  by:  July  10,  2008 


2.75  ( a X 1 ) REPEAT  NCI 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(a)(1)  Each  dealer,  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  each  exhibitor 
shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  each 
dog  or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control, 
or  which  is  transported,  euthanized,  sold,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any 
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offspring  bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control.(i)  the  name  and  address  of  the 
person  from  whom  a dog  or  cat  was  purchased  or  otherwise  acquired  whether  or  not  the  person  is  required  to  be  licensed  or 
registered  under  the  Act. 

***  The  records  of  animals  on  hand  (form  7005)  does  not  contain  complete  and  accurate  information  for  the  dogs  at  the 
facility.  43  dogs  listed  do  not  have  a tag  number,  date  of  birth,  date  of  acquisition  and  description  information.  In  addition, 
these  dogs  do  not  have  complete  information  from  their  source  of  origin.  Record  keeping  needs  to  be  accurately  maintained 
in  a timely  manner  to  account  for  the  required  information  per  this  regulation. 

***  24  dogs  have  sold  or  transferred  to  possible  rescue  organizations  in  the  area  and  in  Ohio.  There  are  no  disposition 
records  (form  7006)  available  identifying  where  the  dogs  went.  These  records  are  also  an  important  part  of  the  record 
keeping  process  and  need  to  be  maintained. 


USDA 


3.6  ( a K 2 ) 

PRIMARY  ENCLOSURES. 

(x)  Have  floors  that  are  constructed  in  a manner  that  protects  the  dogs’  and  cats'  feet  and  legs  from  injury,  and  that,  if  of  mesh 
or  slatted  construction,  do  not  allow  the  dogs'  and  cats'  feet  to  pass  through  any  openings  in  the  floor. 

***  One  litter  of  puppies  are  housed  on  wire  mesh  that  is  too  wide  for  their  feet.  A section  of  the  enclosure  has  an  old  feed 
bag  down  to  give  them  some  area  where  their  legs  don't  go  through,  however  this  area  is  not  large  enough  and  when  the 
puppies  are  off  the  bag,  their  feet  fall  through  the  mesh.  This  needs  to  be  addressed  for  the  safety  of  the  puppies. 

Correct  by:  July  4,  2008 


3.8  (a) 

EXERCISE  FOR  DOGS. 

(a)  Dogs  housed  individually.  Dogs  over  12  weeks  of  age,  except  bitches  with  litters,  housed,  held,  or  maintained  by  any 
dealer,  exhibitor,  or  research  facility,  including  Federal  research  facilities,  must  be  provided  the  opportunity,  for  exercise 
regularly  if  they  are  kept  individually  in  cages,  pens,  or  runs  that  provide  less  than  two  times  the  required  floor  space  for  that 
dog,  as  indicated  by  Sec.  3.6(c)(1)  of  this  subpart 

***  One  enclosure  housing  a St  Bernard  does  not  provide  two  times  the  required  floor  space  for  this  dog,  thus  this  dog 
requires  additional  exercise  for  its  health  and  well  being. 

Correct  by:  July  4, 2008 

3.11  ( a ) REPEAT  NCI 

3.11  ( b X 2 ) REPEAT  NCI 

3.11  ( C ) 
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CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors.  Standing 
water  must  be  removed  from  the  primary  enclosure  and  animals  in  other  primary  enclosures  must  be  protected  from  being 
contaminated  with  water  and  other  wastes  during  the  cleaning.  The  pans  under  primary  enclosures  with  grill-type  floors  and 
the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors  must  be  cleaned  as  often  as  necessary  to  prevent 
accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards  pests,  insects  and  odors. 


REPEAT 

***  The  bam  housing  large  breed  dogs  on  concrete  has  not  been  cleaned  in  five  days.  There  is  a large  accumulation  of  feces 
in  multiple  enclosures  and  most  of  the  large  breed  dogs  are  soiled.  There  is  also  a strong  odor  in  the  bam  from  die  amount 
of  fecal  meterial.  These  enclosures  need  to  be  cleaned  on  a DAILY  basis  to  prevent  an  excessive  accumulation  of  feces  and 
prevent  the  dogs  from  being  soiled. 


(b) (2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

REPEAT 

***  According  to  the  licensee,  the  feeders  were  sanitized  within  the  last  month.  Many  of  the  feeders  have  an  accumulation  of 
grime  and  hair  underneath  the  lip  of  the  feeder  where  the  dog  consumes  food  from.  A few  feeders  had  fecal  material  in  the 
feeders  and  some  caking  of  the  feed.  These  feeders  need  to  be  sanitized  least  once  every  2 weeks  per  this  regulation  for  the 
health  of  the  dogs. 

***  The  water  receptacles  in  the  bam  for  the  large  breed  dogs  are  chewed  to  the  point  where  they  can  no  longer  be  effectively 
sanitized.  One  water  receptacle  had  evidence  of  algae  growth  and  dead  fifes  in  the  water  container.  These  containers  also 
need  to  be  cleaned  and  sanitized  on  a regular  basis  for  the  health  of  the  dogs. 

REPEAT 

***  Underneath  the  primary  enclosures,  there  is  an  accumulation  of  hair/fur  hanging  down  from  the  wire  mesh  that  needs  to 
be  removed  on  a regular  basis.  This  accumulation  of  hair  collects  urine  and  feces  and  potentially  creates  a breeding  ground 
for  bacteria.  Part  of  the  sanitization  process  includes  removing  hair/for  (organic  material)  to  effectively  sanitize  the  kennel. 

REPEAT 

***  The  back  walls  of  the  main  kennel  have  an  accumulation  of  dirt  and  debris  that  needs  to  be  cleaned  on  a routine  basis  for 
the  health  of  the  kennel. 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  dean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 
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***  In  the  barn  housing  large  breed  dogs,  there  are  miscellaneous  items  including  extra  crates  that  cause  the  area  to  be 
cluttered.  Adjacent  to  the  barn  is  an  open  area  with  miscellaneous  items  including  a wheel  barrel  with  shaving  and  feces. 
The  area  is  overgrown  with  weeds  and  grasses  that  promote  living  areas  for  pests.  In  addition,  there  is  a large  amount  of 
bird  feces  on  the  ground  surrounding  the  enclosures  inside  the  barn. 

***  In  general  the  area  around  the  kennel  has  a lot  of  miscellaneous  items  (containers,  enclosures)  and  the  area  is 
overgrown  with  weeds  and  bushes.  The  lack  of  housekeeping  in  this  area  does  not  facilitate  good  housekeeping  practices 
and  does  not  eliminate  breeding  grounds  for  pests.  This  area  needs  to  be  addressed  per  this  regulation  and  for  the  general 
health  of  the  kennel. 
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2.40  ( b X 3 ) REPEAT  NCI 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

’**  There  are  multiple  dogs  that  are  matted  and  in  need  of  grooming.  Once  the  fur  becomes  matted,  it  pulls  and  separates 
from  the  skin  leaving  the  dog  exposed  to  the  elements.  Grooming  needs  to  be  done  on  a routine  basis  for  the  welfare  of  the 
dogs. 


2.75  ( a X 1 ) 

RECORDS:  DEALERS  AND  EXHIBHORS. 

Each  dealer,  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  each  exhibitor  shall 
make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  each  dog 
or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or 
which  is  transported,  euthanized,  sold,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any 
offspring  bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control. 

***  There  are  currently  24  more  dogs  at  the  facility  than  what  is  recorded  on  the  record  of  animals  on  hand  (form  7005). 
These  records  need  to  be  accurately  maintained  in  a timely  manner  to  assure  all  animals  at  the  facility  are  accounted  for. 
This  includes  acquisition  information.  This  needs  to  be  addressed  per  this  regulation  and  for  record  keeping  purposes. 

Corned  by:  March  20, 2008 

3.2  (d) 

INDOOR  HOUSING  FACILITIES. 

Interior  surfaces.The  floors  and  walls  of  indoor  housing  facilities,  and  any  other  surfaces  in  contad  with  the  animals,  must  be 
impervious  to  moisture.  The  ceilings  of  indoor  housing  facilities  must  be  impervious  to  moisture  or  be  replaceable  (e  g.,  a 
suspended  ceiling  with  replaceable  panels). 

*"  The  wood  base  strudure  of  the  .new  puppy  enclosures  and  the  wood  structure  holding  water  receptacles  are  not  sealed 
and  impervious  to  moisture.  Per  this  regulation  and  to  facilitate  deaning  inside  the  kennel  these  surfaces  need  to  sealed 
and  made  impervious  to  moisture  to  faalitate  cleaning  of  the  kennel. 


Prepared  By: 

Title: 
Received  By: 


— (3d  &o&uCU/hctuJq 

ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 
ANIMAL  CARE  INSPECTOR  , Inspector  ID:  1075 

) . 

Enos  Schmucker  1 


Title:  OWNER 


Date: 

MAR-24-2008 

Date: 

MAR-24-2008 


Page  1 of  3 


fEALLMORAWA 


United  States  Department  of  Agriculture 

Animal  and  Plant  Health  Inspection  Service  . 

33167  custjd 

(INSPECTION  REPORT]  UAU  337163  insP-id 

- - MAR  l ? •/ijli-'j  37973  site  id 


Correct  by:  March  31, 2008 

3.9  ( a ) 

FEEDING. 

Dogs  and  cats  must  be  fed  at  least  once  each  day,  except  as  otherwise  might  be  required  to  provide  adequate  veterinary 
care.  The  food  must  be  uncontaminated,  wholesome,  palatable,  and  of  sufficient  quantity  and  nutritive  value  to  maintain  the 
normal  condition  and  weight  of  the  animal.  The  diet  must  be  appropriate  for  the  individual  animal’s  age  and  condition. 

***  Multiple  self  feeders  had  food  that  was  stuck  underneath  and  behind  the  metal  portion  control  divider.  When  the  dividers 
were  cleared  and  food  flowed  again,  the  dogs  in  those  enclosures  consumed  food  immediately.  There  is  a potential  concern 
that  these  dogs  might  not  have  access  to  food  daily  if  the  food  is  trapped  and  the  licensee  assumes  the  dogs  are  receiving 
food 

because  it  is  visible  in  the  feeder.  These  self  feeders  need  to  be  checked  daily  to  assure  all  the  dogs  are  receiving  food. 
Corrected  at  the  time  of  inspection. 
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3.11  ( a ) REPEAT  NCI 

3.11  ( b X 2 ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors.  When 
steam  or  water  is  used  to  dean  the  primary  endosure,  whether  by  hosing,  flushing,  or  other  methods,  dogs  and  cats  must 
be  removed,  unless  the  endosure  is  large  enough  to  ensure  the  animals  would  not  be  harmed,  wetted,  or  distressed  in  the 
process.  Standing  water  must  be  removed  from  the  primary  enclosure  and  animals  in  other  primary  enclosures  must  be 
protected  from 

being  contaminated  with  water  and  other  wastes  during  the  deaning.  The  pans  under  primary  enclosures  with  grill-type 
floors  and  the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors  must  be  cleaned  as  often  as  necessary  to  prevent 
accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards  pests,  insects  and  odors. 

***  A few  of  the  wire  mesh  enclosures  had  feces  that  were  not  falling  through  the  wire  mesh.  One  endosure  had  several 
days’  worth  of  feces.  These  endosures  need  to  be  checked  daily  and  the  feces  removed  if  it  is  not  felling  through  the  wire 
mesh. 

***  The  enclosures  in  the  second  building  housing  large  breed  dogs  have  an  accumulation  of  feces  that  is  several  days' 
worth.  These  enclosures  need  to  be  checked  daily  and  feces  removed  to  prevent  soiling  of  the  dogs  in  the  endosure. 

(b) (2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 
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***  Several  of  the  feeders  are  dirty  and  have  food  debris  that  is  caking  underneath  the  iip  of  the  feeder.  Feeders  must  be 
sanitized  at  least  once  every  2 weeks  per  this  regulation  and  for  the  health  of  the  dogs. 

***  Underneath  the  primary  enclosures,  there  is  an  accumulation  of  hair  hanging  down  from  the  wire  mesh  that  needs  to  be 
removed  on  a regular  basis.  This  accumulation  of  hair  collects  urine  and  feces  and  potentially  creates  a breeding  ground  for 
bacteria.  Part  of  the  sanitization  process  includes  removing  hair  and  for  to  prevent  disease  hazards. 

***The  back  walls  of  the  kennel  have  an  accumulation  of  dirt,  debris  and  food  waste  that  needs  to  be  routinely  for  the  health  of 
the  dogs. 

Correct  by:  March  20,  2008 
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2.40  ( b X 3 > REPEAT  NCI 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***  There  are  multiple  dogs  that  are  matted  and  in  need  of  grooming.  Once  the  fur  becomes  matted,  it  pulls  and  separates 
from  the  skin  leaving  the  dog  exposed  to  the  elements.  Grooming  needs  to  be  done  on  a routine  basis  for  the  welfare  of  the 
dogs. 


2-75  ( a X 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

Each  dealer,  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  each  exhibitor  shall 
make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  each  dog 
or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or 
which  is  transported,  euthanized,  sold,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any 
offspring  bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control. 

***  There  are  currently  24  more  dogs  at  the  facility  than  what  is  recorded  on  the  record  of  animals  on  hand  (form  7005). 
These  records  need  to  be  accurately  maintained  in  a timely  manner  to  assure  all  animals  at  the  facility  are  accounted  for. 
This  includes  acquisition  information.  This  needs  to  be  addressed  per  this  regulation  and  for  record  keeping  purposes. 

Correct  by:  March  20, 2008 

3.2  ( d ) 

INDOOR  HOUSING  FACILITIES. 

Interior  surfaces.  The  floors  and  walls  of  indoor  housing  facilities,  and  any  other  surfaces  in  contact  with  the  animals,  must 
be  impervious  to  moisture.  The  ceilings  of  indoor  housing  facilities  must  be  impervious  to  moisture  or  be  replaceable  (e.g.,  a 
suspended  ceiling  with  replaceable  panels). 

***  The  wood  base  structure  of  the  new  puppy  enclosures  and  the  wood  structure  holding  water  receptacles  are  not  sealed 
and  impervious  to  moisture.  Per  this  regulation  and  to  facilitate  cleaning  inside  the  kennel  these  surfaces  need  to  sealed 
and  made  impervious  to  moisture  to  facilitate  cleaning  of  the  kennel. 
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3.9  ( a ) 

FEEDING. 

Dogs  and  cats  must  be  fed  at  least  once  each  day,  except  as  otherwise  might  be  required  to  provide  adequate  veterinary 
care.  The  food  must  be  uncontaminated,  wholesome,  palatable,  and  of  sufficient  quantity  and  nutritive  value  to  maintain  the 
normal  condition  and  weight  of  the  animal.  The  diet  must  be  appropriate  for  the  individual  animal's  age  and  condition. 

***  Multiple  self  feeders  had  food  that  was  stuck  underneath  and  behind  the  metal  portion  control  divider.  When  the  dividers 
were  cleared  and  food  flowed  again,  the  dogs  in  those  enclosures  consumed  food  immediately.  There  is  a potential  concern 
that  these  dogs  might  not  have  access  to  food  daily  if  the  food  is  trapped  and  the  licensee  assumes  the  dogs  are  receiving 
food  because  it  is  visible  in  the  feeder.  These  self  feeders  need  to  be  checked  daily  to  assure  all  the  dogs  are  receiving  food. 

Corrected  at  the  time  of  inspection. 


3.11  (a)  REPEAT  NCI 

3.11  ( b X 2 ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors.  When 
steam  or  water  is  used  to  dean  the  primary  endosure,  whether  by  hosing,  flushing,  or  other  methods,  dogs  and  cats  must 
be  removed,  unless  the  enclosure  is  large  enough  to  ensure  the  animals  would  not  be  harmed,  wetted,  or  distressed  in  the 
process.  Standing  water  must  be  removed  from  the  primary  enclosure  and  animals  in  other  primary  endosures  must  be 
protected  from  being  contaminated  with  water  and  other  wastes  during  the  deaning.  The  pans  under  primary  enclosures 
with  grill-type  floors  and  the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors  must  be  cleaned  as  often  as 
necessary  to  prevent  accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards  pests,  insects  and  odors. 

***  A few  of  the  wire  mesh  endosures  had  feces  that  were  not  falling  through  the  wire  mesh.  One  endosure  had  several 
days’  worth  of  feces.  These  enclosures  need  to  be  checked  daily  and  the  feces  removed  if  it  is  not  falling  through  the  wire 
mesh. 


***  The  enclosures  in  the  second  building  housing  large  breed  dogs  have  an  accumulation  of  feces  that  is  several  days' 
worth.  These  endosures  need  to  be  checked  daily  and  feces  removed  to  prevent  soiling  of  the  dogs  in  the  endosure. 
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(b)(2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  tbe  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

***  Several  of  the  feeders  are  dirty  and  have  food  debris  that  is  caking  underneath  the  lip  of  the  feeder.  Feeders  must  be 
sanitized  at  least  once  every  2 weeks  per  this  regulation  and  for  the  health  of  the  dogs. 

***  Underneath  the  primary  enclosures,  there  is  an  accumulation  of  hair  hanging  down  from  the  wire  mesh  that  needs  to  be 
removed  on  a regular  basis.  This  accumulation  of  hair  collects  urine  and  feces  and  potentially  creates  a breeding  ground  for 
bacteria.  Part  of  the  sanitization  process  includes  removing  hair  and  fur  to  prevent  disease  hazards. 

***The  back  walls  of  the  kennel  have  an  accumulation  of  dirt,  debris  and  food  waste  that  needs  to  be  routinely  for  the  health  of 
the  dogs. 

Correct  by:  March  20,  2008 
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Customer  ID:  33871 
Certificate:  2 1 -A-01 1 0 

Site:  001 

ZIMMERMAN  EDWIN  & ELLEN 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  APR-15-2008 

3.11  ( a ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  The  pans  under  primary  enclosures  with  grill-type  floors  and  the  ground  areas  under 
raised  runs  with  mesh  or  slatted  floors  must  be  cleaned  as  often  as  necessary  to  prevent  accumulation  of  feces  and  food 
waste  and  to  reduce  disease  hazards  pests,  insects  and  odors. 

***  The  pans  underneath  the  wire  mesh  enclosures  are  not  draining  properly.  There  are  sections  that  are  pooling  urine, 
feces  and  water  which  is  causing  the  pan  to  sag  down  and  contributing  to  a strong  ammonia  odor  near  these  enclosures. 
This  needs  to  be  addressed  to  reduce  disease  hazards  pests,  insects  and  odors. 

Correct  by:  April  25, 2008 


EDWIN  & ELLEN  ZIMMERMAN 

376  E LEACH  RD 
PENN  YAN,  NY  14527 
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Customer  ID:  21 24 
Certificate:  21  -A-01 1 1 

Site:  001 

THOUSAND  ISLANDS  CHILDREN 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-09-2008 


42240  COUNTY  RT.  21 
REDWOOD,  NY  13679 


No  non  compliant  items  observed  during  this  inspection 
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NATHAN  BURKHOLDER 

2382  HAZARD  RD 
PENN  YAN,  NY  1527 


Customer  ID:  33549 
Certificate:  21  -A-01 1 2 

Site:  001 

NATHAN  BURKHOLDER 
Inspection 

Type:  Routine 
Date:  2 December  2008 


2.40  Attending  veterinarian  and  adequate  veterinary  care  (dealers  and  exhibitors). 
(b)(3)  Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 


***  Several  of  the  dogs  are  matted  and  in  need  of  grooming.  Once  the  fur/hair  becomes  matted,  it  pulls  and  separates 
from  the  skin  leaving  the  dog  exposed  to  the  elements.  These  dogs  need  to  be  groomed  and  have  their  nails  trimmed  on 
a routine  basis  for  their  health  and  well  being. 

Correct  by:  Dec  22, 2008 
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Title: 
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NATHAN  BURKHOLDER 


2382  HAZARD  ROAD 
PENN  YAN,  NY  14527 


Customer  ID:  33549 
Certificate:  21-A-01 12 

Site:  001 

NATHAN  BURKHOLDER 

inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-21 -2008 


2.40  ( b X 3 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  ali  animals  to  assess  their  health  and  well-being. 

***  One  Boston  terrier  was  curled  up  in  a comer  of  the  enclosure.  The  dog  appeared  thin  and  unresponsive  According  to  the 
owner  was  eating  but  was  "very  slow”.  This  dog  should  be  assessed  by  the  vet  to  determine  if  treatment  is  required.  This  is 
for  the  welfare  of  the  dog. 

Correct  by:  Feb  23, 2008 


3.11  ( a ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors. 

1 . There  is  an  accumulation  of  feces  underneath  the  wire  mesh  enclosures  that  needs  to  be  cleaned  on  a more  frequent 
basis.  This  needs  to  be  addressed  for  the  health  of  the  dogs. 

2.  Currently  feces  are  removed  daily  from  an  enclosure  housing  three  large  breed  dogs.  However  the  feces  is  being  piled  up 
just  outside  the  enclosure  and  left  there.  This  accumulation  of  feces  needs  to  be  removed  from  the  area  to  reduce  disease 
hazards  and  odors. 

Correct  by:  Feb  23, 2008 


Prepared  By:  

ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 
Title:  ANIMAL  CARE  INSPECTOR  . Inspector  ID:  1075 
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Nathan  Burkholder 
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JEFF  AND  KAREN  TAYLOR 
K AND  J KENNELS 

347  DUNDEE  STARKEY  RD 
DUNDEE,  NY  14837 


Customer  ID:  33407 
Certificate:  21-A-0113 

Site:  001 

K AND  J KENNELS 
Inspection 

Type:  Routine 
Date:  2 December  2008 


3.11  Cleaning,  sanitization,  housekeeping,  and  pest  control. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from 
under  primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to 
prevent  soiling  of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and 
odors. 


***  There  is  an  accumulation  of  feces  underneath  the  wire  mesh  section  of  the  whelping  enclosure.  This  area  needs  to  be 
cleaned  on  a more  frequent  basis  to  prevent  this  accumulation  and  reduce  odor  in  the  area.  This  needs  to  be  addressed 
for  the  health  of  the  dogs. 


Correct  by.  Dec  3, 2008 
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Customer  ID:  33407 
Certificate:  21  -A-01 1 3 


347  DUNDEE  STARKEY  RD 
DUNDEE,  NY  14837 


Site:  001 

K AND  J KENNELS 

inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-08-2008 


3.1  ( a ) REPEAT  NCI 

HOUSING  FACILITIES,  GENERAL. 

(a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  structurally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering. 

***  The  wire  mesh  secured  to  the  wooden  fencing  around  the  large  breed  enclosure  is  coming  down  into  the  enclosure.  A 
section  of  wood  along  the  door  is  chewed  and  there  is  some  wood  down  in  the  enclosure  with  exposed  nails.  Both  the  wire 
mesh  and  wood  fencing  need  to  be  kept  in  good  repair  for  the  safety  of  the  dogs. 


3.11  (c)  REPEAT  NCI 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding  grounds, 
must  be  kept  dean  and  in  good  repair  to  protect  the  animals  from  injury,  to  fadlitate  the  husbandry  practices  required  in  this 
subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin.  Premises  must  be 
kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and  bushes  must  be 
controlled  so  as  to  facilitate  deaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well-being  of  the 
animals. 

***  The  whelping  endosures  are  not  currently  in  use;  however  there  are  puppies  on  the  other  side  of  the  endosure.  The 
whelping  boxes  are  dirty,  some  with  pests  and  others  with  feces  that  need  to  be  deaned.  These  endosures  should  be  kept 
clean  to  reduce  living  areas  for  pests  and  to  promote  good  housekeeping  practices. 
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JEFF  AND  KAREN  TAYLOR 
K AND  J KENNELS 


Customer  ID:  33407 
Certificate:  21  -A-01 1 3 


347  DUNDEE  STARKEY  RO 
DUNDEE,  NY  14837 


Site:  001 

KAND  J KENNELS 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAR-26-2008 


3.1  ( a ) 

HOUSING  FACILITIES,  GENERAL 

(a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  structurally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering. 

1.  The  wire  mesh  enclosures  housing  St  Bernard’s  are  in  need  of  repair.  One  red  section  of  wire  mesh  at  the  front  of  an 
enclosure  is  not  secured  to  the  rest  of  the  enclosure  which  allows  an  opening  if  the  dogs  push  at  the  area.  This  section  of  the 
enclosure  needs  to  be  addressed  to  keep  the  enclosure  structurally  sound. 

2.  The  wire  mesh  panel  between  two  enclosures  housing  St  Bernard’s  is  not  secured  at  the  bottom  and  the  mesh  is  bowing 
creating  and  opening  at  the  bottom.  This  area  also  needs  to  be  addressed  to  keep  the  enclosure  in  good  repair  and  for  the 
safety  of  the  dogs. 

3.  There  are  several  sections  of  wood  at  the  doorframes  to  the  whelping/warm  boxes  that  are  chewed  and  need  to  be 
addressed  to  keep  the  enclosures  in  good  repair. 

4.  In  one  box,  a nail  was  protruding  inwards  and  in  another  area  the  wire  mesh  was  separating  at  the  top  section  of  the 
enclosure.  These  areas  also  need  to  be  addressed  to  keep  the  enclosures  in  good  repair. 

Correct  by:  April  5, 2008 


3.6  { c X 1 X Hi ) 

PRIMARY  ENCLOSURES. 

(iii)  The  interior  height  of  a primary  enclosure  must  be  at  least  6 inches  higher  than  the  head  of  the  tallest  dog  in  the 
enclosure  when  it  is  in  a normal  standing  position:  Provided  That,  prior  to  February  15, 1994,  each  dog  must  be  able  to  stand 
in  a comfortable  normal  position. 

***  A few  of  the  St  Bernard’s  are  in  enclosures  that  are  not  6 inches  higher  than  the  head  of  the  tallest  dog.  This  needs  to  be 
addressed  per  this  regulation  and  for  the  well  being  of  the  dogs. 

Correct  by:  April  15,  2008 
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3.11  ( a ) 

3.11  { c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors. 

***  There  was  an  accumulation  of  feces  underneath  the  wire  mesh  enclosures.  This  accumulation  of  feces  contributed  to  a 
strong  odor  upon  entering  the  kennel  area.  Waste  needs  to  be  removed  from  under  primary  enclosures  on  a more  frequent 
basis  for  the  health  and  welfare  of  the  dogs. 

Correct  by:  March  28,  2008 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

***  In  the  kennel  area,  there  were  empty  feed  bags  on  the  ground,  food  on  the  ground  next  to  the  food  receptacles  and  an 
area  of  miscellaneous  Items  against  the  fence  including  (metal  shift  doors,  feeders,  wood,  etc).  Housekeeping  of  the  area 
needs  to  be  addressed  to  reduce  pests  and  vermin  and  to  facilitate  good  housekeeping  practices. 

Correct  by:  March  30, 2008 
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LAWRENCE  WEAVER 

5402  GRAVEL  RUN  RD 
DUNDEE,  NY  14837 


Customer  ID:  33493 
Certificate:  21-A-Q1 14 

Site:  001 

WEAVER,  LAWRENCE 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  SEP-05-2008 


3-6  { a X 1 ) 

PRIMARY  ENCLOSURES. 

suitable  materials  so  that  they  are  structurally  sound.  The  primary 


chewed,  the  sides  are  peeling  and  in  disrepair.  These  boxes  need 

to  be  kept  in  good  repair  for  the  safety  of  the  dogs. 

Correct  by:  Sept  25, 2008 


Primary  enclosures  must  be  designed  and  constructed  of 
enclosures  must  be  kept  In  good  repair. 

***  A few  of  the  inside  sections  of  the  whelping  boxes  are 
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LEANING  ASH  KENNELS 
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NOLT  MIRIAM 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-23-2008 


2.40  ( b M 2 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(2)  The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

***  One  small  breed  dog  was  observed  favoring  the  back  left  foot.  There  appeared  to  be  some  swelling  on  the  top  of  the  foot. 
This  dog  should  be  monitored  and  the  vet  consulted  if  the  condition  does  not  improve. 

Correct  by:  July  28. 2008 


3.6  ( a X 2 K x ) 

PRIMARY  ENCLOSURES. 

(x)  Have  floors  that  are  constructed  in  a manner  that  protects  the  dogs’  and  cats’  feet  and  legs  from  injury,  and  that,  if  of  mesh 
or  slatted  construction,  do  not  allow  the  dogs’  and  cats’  feet  to  pass  through  any  openings  in  the  floor. 

***  Two  litters  of  puppies  in  Ihe  whelping  room  are  beginning  to  leave  the  whelping  box  and  come  out  onto  the  wire  mesh  that 
is  too  wide  and  is  allowing  their  feet  to  pass  through  the  openings.  This  needs  to  be  addressed  for  the  safety  of  the  puppies. 

Correct  by:  July  26,  2008 
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ALLEN  & MIRIAM  NOLT  Customer  ID:  36727 

LEANING  ASH  KENNELS  Certificate:  21 -A-Q1 18 


5000  PHELPS  RD 
STANLEY,  NY  14861 


Site:  ooi 

NOLT  MIRIAM 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  DEC-05-2007 


No  non  compliant  items  observed  during  this  inspection. 
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SAM  YODER 

5200  KEITH  ROAD 
CONEWANGO  VALLEY,  NY  14726 


Customer  ID:  35087 
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Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-30-2008 


240  ( b X 3 ) REPEAT  NCI 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(3)  Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***  Many  of  the  small  breed  dogs  are  matted  in  and  in  need  of  grooming.  In  addition,  several  of  the  matted  areas  contain 
feces  that  are  stuck  in  the  fur.  These  dogs  need  to  be  groomed  on  a regular  basis  for  their  health  and  well  being. 


3.1  <CX  2) 

HOUSING  FACILITIES,  GENERAL 

(2)  Maintenance  and  replacement  of  surfaces.  All  surfaces  must  be  maintained  on  a regular  basis.  Surfaces  of  housing 
facilities-including  houses,  dens,  and  other  furniture-type  fixtures  and  objects  within  the  fedlity-that  cannot  be  readily 
cleaned  and  sanitized,  must  be  replaced  whan  worn  or  soiled. 


***  Many  of  the  feeders  are  chewed  and  now  have  rough  edges  and  areas  that  do  not  allow  the  feeders  to  be  cleaned  and 
sanitized  effectively.  These  feeders  need  to  be  replaced  when  they  can  no  longer  be  cleaned  for  the  health  of  the  dogs. 

Correct  by:  Aug  15, 2008 


3.2  ( d ) 

INDOOR  HOUSING  FACILITIES. 

b)  Ventilation.  Indoor  housing  facilities  for  dogs  and  cats  must  be  sufficiently  ventilated  at  all  times  when  dogs  or  cats  are 
present  to  provide  for  their  health  and  weJI-being,  and  to  minimize  odors,  drafts,  ammonia  levels,  and  moisture 
condensation.  Ventilation  must  be  provided  by  windows,  vents,  fans,  or  air  conditioning.  Auxiliary  ventilation,  such  as  fans, 
blowers,  or  air  conditioning  must  be  provided  when  the  ambient  temperature  is  85  deg.  F (29.5  deg.  C)  or  higher,  The  relative 
humidity  must  be  maintained  at  a level  that  ensures  the  health  and  well-being  of  the  dogs  or  cats  housed  therein,  in 
accordance  with  the  directions  of  the  attending  veterinarian  and  generally  accepted  professional  and  husbandry  practices. 

***  The  first  building  had  a strong  odor  upon  entering  the  building.  There  are  ventilation  vents  in  the  ceiling,  but  these  do  not 
seem  to  be  adequate  for  a building  that  is  not  being  cleaned  on  a routine  basis.  This  needs  to  be  addressed  to  provide 
proper  ventilation  for  the  dogs. 
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3.6  ( c K 1 X ■'  ) REPEAT  NCI 
PRIMARY  ENCLOSURES. 

(10  Each  bitch  with  nursing  puppies  must  be  provided  with  an  additional  amount  of  floor  space,  based  on  her  breed  and 
behavioral  characteristics,  and  in  accordance  with  generally  accepted  husbandry  practices  as  determined  by  the  attending 
veterinarian.  If  the  additional  amount  of  floor  space  for  each  nursing  puppy  Is  less  than  5 percent  of  the  minimum 
requirement  for  the  bitch,  such  housing  must  be  approved  by  the  attending  veterinarian  in  the  case  of  a research  facility,  and, 
in  the  case  of  dealers  and  exhibitors,  such  housing  must  be  approved  by  the  Administrator. 

***  A whelping  enclosure  housing  a large  litter  has  the  whelping  box  section  of  the  enclosure  blocked  off  to  encourage  the 
puppies  to  defecate  on  the  wire  mesh.  This  has  cut  the  enclosure  space  in  half  and  does  not  provide  the  additional  floor 
space  needed.  This  needs  to  be  addressed  for  the  health  of  the  dogs. 


3.11  ( a ) 

3.11  ( c ) REPEAT  NCI 

3.11  ( d ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors.  The  pans 
under  primary  enclosures  with  grill-type  floors  and  the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors  must  be 
cleaned  as  often  as  necessary  to  prevent  accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards  pests, 
insects  and  odors. 

*■**  There  are  several  enclosures  where  there  is  a large  pile  of  feces  that  is  not  falling  through  the  wire  mesh.  Based  on  the 
accumulation  of  feces,  it  is  evident  that  enclosures  are  not  being  checked  daily  and  feces  removed.  This  needs  to  be 
addressed  per  this  regulation  and  for  the  health  of  the  dogs. 

***  Several  of  the  whelping  boxes  have  accumulations  of  feces  and  one  whelping  box  has  the  entire  floor  covered  with  a 
mixture  of  dirt  and  feces.  This  lack  of  daily  cleaning  is  not  acceptable  and  needs  to  be  corrected  for  the  health  of  the  animals. 

***  Several  of  the  pans  underneath  the  wire  mesh  enclosures  also  have  an  accumulation  of  feces  that  is  contributing  to  the 
odor  and  pest  control  problem  in  the  kennel. 

Correct  by:  July  31,  2008 

REPEAT 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
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Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 


USDA 


***  The  walls  behind  the  primary  enclosures  and  whelping  boxes  are  filthy  and  need  to  be  cleaned  as  often  as  necessary  to 
prevent  this  accumulation  of  dirt  and  debris.  This  needs  to  be  corrected  for  the  health  of  the  kennel. 


(d)  Pest  control.  An  effective  program  for  the  control  of  insects,  external  parasites  affecting  dogs  and  cats,  and  birds  and 
mammals  that  are  pests,  must  be  established  and  maintained  so  as  to  promote  the  health  and  well-being  of  the  animals 
and  reduce  contamination  by  pests  in  animal  areas. 

***  There  is  an  abundance  of  flies  and  dead  flies  through  the  kennel  area.  There  is  evidence  of  fly  strips  up  in  the  kennel, 
however  this  fly  strips  are  filled  and  need  to  be  replaced  more  often  to  be  effective.  Along  all  the  window  ledges  in  the 
whelping  room  are  dead  flies  piling  up  over  an  inch  thick,  in  addition,  there  were  dead  flies  in  the  whelping  boxes  next  to 
sleeping  puppies.  Part  of  a good  pest  control  program  is  the  removal  of  the  dead  pests  to  reduce  disease  hazards.  This 
needs  to  be  addressed  for  the  overall  health  of  the  kennel. 

Correct  by:  Aug  2, 2008 
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2.40  ( b X 3 ) REPEAT  NCI 

M • i unwHiu  iMMuiinitmal  miu  nwmwll  C VCILfMlinril  VrHI\C  ^UCMLCRO  AirU  CaHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***  Multiple  small  breed  dogs  are  matted  and  in  need  of  grooming.  Once  the  fur/hair  becomes  matted,  it  pulls  and  separates 
from  the  skin  leaving  the  animal  exposed  to  the  elements.  In  addition,  several  of  the  dogs  have  long  nails  that  need  to  be 
trimmed.  Grooming  needs  to  be  done  on  a routine  basis  for  the  health  and  welfare  of  the  dogs. 


3.1  ( e ) 

HOUSING  FACILITIES,  GENERAL. 

Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage,  contamination, 
and  vermin  infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning  underneath  and 
around  the  supplies.  Substances  that  are  toxic  to  the  dogs  or  cats  but  are  required  for  normal  husbandry  practices  must  not 
be  stored  in  food  storage  and  preparation  areas,  but  may  be  stored  in  cabinets  in  the  animal  areas. 

***  In  one  kennel  building,  there  are  bags  of  food  throughout  the  area.  The  food  is  directly  on  the  ground,  some  of  the  bags 
are  open  and  there  is  food  and  other  items  on  the  floor  around  the  food  supplies.  This  manner  of  storage  does  not  protect 
the  food  supplies  from  contamination  and  needs  to  be  corrected  per  this  regulation. 

Correct  by:  April  16, 2008 


3.6  ( c X 1 X H ) 

PRIMARY  ENCLOSURES. 

(ii)  Each  bitch  with  nursing  puppies  must  be  provided  with  an  additional  amount  of  floor  space,  based  on  her  breed  and 
behavioral  characteristics,  and  in  accordance  with  generally  accepted  husbandry  practices  as  determined  by  the  attending 
veterinarian. 

***  One  whelping  enclosure  housing  a female  and  her  litter  has  the  whelping  box  section  of  the  enclosure  blocked  off  to 
encourage  the  puppies  to  defecate  on  the  wire  mesh.  This  has  cut  the  enclosure  space  in  half  and  does  not  provide  the 
additional  floor  spaced  needed.  This  needs  to  be  addressed  for  the  health  of  the  dogs. 
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3.9  ( b ) 

FEEDING. 

Food  receptacles  must  be  used  for  dogs  and  cats,  must  be  readily  accessible  to  all  dogs  and  cats,  and  must  be  located  so 
as  to  minimize  contamination  by  excreta  and  pests,  and  be  protected  from  rain  and  snow.  Self-feeders  may  be  used  for  the 
feeding  of  dry  food.  If  self-feeders  are  used,  they  must  be  kept  clean  and  must  be  sanitized  in  accordance  with  Sec.  3.11(b)  of 
this  subpart.  Measures  must  be  taken  to  ensure  that  there  is  no  molding,  deterioration,  and  caking  of  feed. 

***  A few  of  the  feeders  had  feces  in  the  feeders.  These  feeders  should  be  located  to  minimize  contamination  by  the  dogs.  In 
addition,  several  of  the  feeders  are  chewed  creating  sharp  edges  and  need  to  be  replaced  for  the  safety  of  the  dogs  and  to 
facilitate  sanitization  practices. 

Correct  by:  April  30, 2008 


3.10 

WATERING. 

If  potable  water  is  not  continually  available  to  the  dogs  and  cats,  it  must  be  offered  to  the  dogs  and  cats  as  often  as 
necessary  to  ensure  their  health  and  weli-being,  but  not  less  than  twice  daily  for  at  least  1 hour  each  time,  unless  restricted 
by  the  attending  veterinarian.  Water  receptacles  must  be  kept  clean  and  sanitized  in  accordance  with  Sec.  3.11(b)  of  this 
subpart,  and  before  being  used  to  water  a different  dog  or  cat  or  social  grouping  of  dogs  or  cats. 

***  One  female  and  her  litter  did  not  have  water  in  the  water  bowl  provided.  When  water  was  given  to  the  dogs,  the  female  and 
the  puppies  proceeded  to  drink  for  several  minutes.  The  licensee  states  the  dogs  receive  water  twice  a day;  however  this  is  a 
shallow  water  bowl  providing  water  to  multiple  dogs.  An  additional  water  receptacle  should  be  provided  or  water  should  be 
checked  and  provided  as  often  as  necessary  for  these  animals. 

***  In  another  enclosure,  the  automatic  drinker  was  not  receiving  water  and  the  dogs  in  the  enclosure  approached  the  drinker 
several  times  but  no  water  was  available.  The  licensee  refilled  the  water  tank;  however  these  automatic  drinkers  should  be 
checked  daily  on  each  enclosure  to  assure  the  dogs  have  access  to  water. 

Corrected  at  the  time  of  inspection. 


3.11  ( b K 1 > 

3.11  ( c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(1)  Used  primary  enclosures  and  food  and  water  receptacles  must  be  cleaned  and  sanitized  in  accordance  with  this  section 
before  they  can  be  used  to  house,  feed,  or  water  another  dog  or  cat,  or  social  grouping  of  dogs  or  cats. 

***  One  whelping  enclosure  was  very  dirty  with  grime  along  the  walls  of  the  whelping  box.  The  licensee  stated  that  he  had  not 
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cleaned  the  box  prior  to  the  birth  of  the  most  recent  litter.  Per  this  regulation  and  for  the  health  and  well  being  of  the  dogs, 
used  primary  enclosures  and  food  and  water  receptacles  must  be  cleaned  and  sanitized  prior  to  housing  another  dog. 
These  are  necessary  husbandry  practices  required  to  reduce  disease  hazards. 


Correct  by:  April  26,  2008 


(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  dean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pesls  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter. 

1.  In  the  first  building,  there  is  an  accumulation  of  hair  and  debris  behind  the  enclosures  along  the  walls  and  windows  and 
above  on  the  ceiling. 

2.  In  the  second  building,  there  Is  standing  water  along  the  hallway,  and  an  accumulation  of  hair  and  debris  behind  the 
enclosure  along  the  windows. 

3.  In  the  third  building,  the  food  storage  area  has  food  on  the  ground  as  well  as  empty  crates,  syringes,  empty  medication 
bottles,  and  cleaning  products  throughout  the  room.  This  room  needs  to  be  cleaned  and  items  put  in  designated  areas  to 
facilitate  good  housekeeping  practices. 

4.  In  the  whelping  room  of  the  third  building,  the  licensee  is  using  cut  up/tom  newspaper  to  line  the  whelping  boxes.  This 
paper  is  pushing  through  the  mesh  behind  the  boxes  and  falling  behind  the  lower  whelping  boxes  or  in  the  whelping  boxes. 
This  needs  to  be  addressed  to  prevent  contamination  of  the  puppies  housed  in  the  lower  enclosures  and  to  facilitate  good 
housekeeping  practices. 

Correct  by:  April  26, 2008 
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3.1  ( a ) 

HOUSING  FACILITIES,  GENERAL. 

(a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  structurally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering. 

***  A few  enclosures  in  the  new  whelping  building  have  doors  that  are  securing  with  one  latch  in  the  middle  of  the  door.  The 
bottom  section  of  the  door  if  pushed  outward  by  the  dog  potentially  allows  for  the  dog  to  get  and  appendage  through.  This 
needs  to  be  addressed  for  the  safety  of  the  dogs. 

Correct  by:  April  28, 2008 


3.4  ( b ) 

OUTDOOR  HOUSING  FACILITIES. 

(b)  Shelter  from  the  elements.  Outdoor  facilities  for  dogs  or  cats  must  include  one  or  more  shelter  structures  that  are 
accessible  to  each  animal  in  each  outdoor  facility,  and  that  are  large  enough  to  allow  each  animal  in  the  shelter  structure  to 
sit,  stand,  and  lie  in  a normal  manner,  and  to  turn  about  freely.  Shelters  in  outdoor  facilities  for  dogs  or  cats  must  contain  a 
roof,  four  sides,  and'a  floor. 

***  The  outdoor  enclosure  housing  four  small  breed  dogs  does  not  have  a shelter  structure  that  allows  the  dogs  to  get  out  of 
the  elements.  This  needs  to  be  corrected  for  the  welfare  of  the  dogs. 

Correct  by:  April  25, 2008 


3.8  ( b ) 

EXERCISE  FOR  DOGS. 

(b)  Dogs  housed  in  groups.  Dogs  over  12  weeks  of  age  housed,  held,  or  maintained  in  groups  by  any  dealer,  exhibitor,  or 
research  facility,  including  Federal  research  facilities,  do  not  require  additional  opportunity  for  exercise  regularly  if  they  are 
maintained  in  cages,  pens,  or  runs  that  provide  in  total  at  least  100  percent  of  the  required  space  for  each  dog  if  maintained 
separately. 
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***  A few  enclosures  housing  two  large  breed  dogs  do  not  meet  the  required  space  for  exercise  if  the  dogs  were  maintained 
separately.  These  dogs  need  to  have  an  additional  area  for  exercise  for  their  health  and  well  being. 

Correct  by:  April  30,  2008 
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3.9  ( b ) 

FEEDING. 

If  self-feeders  are  used,  they  must  be  kept  dean  and  must  be  sanitized  in  accordance  with  Sec.  3.11(b)  of  this  subpart. 
Measures  must  be  taken  to  ensure  that  there  is  no  molding,  deterioration,  and  caking  of  feed. 

***  Many  of  the  feeders  have  a layer  of  grime  and  debris  underneath  the  rim/edge  of  the  feeder  where  the  dog  eats.  These 
feeders  need  to  be  cleaned  on  a more  frequent  basis  to  prevent  this  from  occurring. 

Correct  by:  April  27, 2008 


3.11  ( c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
grounds,  must  be  kept  clean  and  in  good  repair  to  protect  the  animals  from  injury,  to  facilitate  the  husbandry  practices 
required  in  this  subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

***  Around  the  kennel  area  are  miscellaneous  Kerns  such  as  buckets,  sections  of  wire  mesh,  trash  and  debris  that  need  to 
be  removed  from  the  area.  Around  the  food  containers  in  the  new  whelping  building  are  mouse  traps  and  feces  that  need  to 
be  cleaned.  These  areas  need  to  be  addressed  to  promote  good  housekeeping  practices  and  to  reduce  living  areas  for 
pests  and  vermin. 

Correct  by:  April  30, 2008 


Prepared  By:  GhA&af&d  Vdlh'DLOe 

ANDREA  BALL-MORAWA,  A C I , USDA.  APHIS,  Animal  Care  Date: 

Title:  ANIMAL  PARE  INSPECTOR . Inspector  ID:  1075  APR-22-2008 


Received  By: 

b6,  b7c 

ussa  Homing 

b6,  b7c 

Date: 

Title: 

OWNER 

APR-22-2008 

Page  Z of  7 

ABA1LK0RAWA 


United  Statee  Department  of  Agriculture,. 

Animal  and  Plant  Health  Inspection  Seni  „„„„  , 

33983  custjd 

INSPECTION  REPORT)  1 0 2008  337211  insp-id 

— 38989  sitejd 

Customer  ID:  33983 
Certificate:  21-A-0122 

Site:  001 

BLACK  DIAMOND  ACRES 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUN-03-2008 

2.51  ( b ) 

FORM  OF  OFFICIAL  TAG. 

(b)  Each  tag  shall  have  the  following  information  embossed  or  stamped  on  so  that  it  is  easily  readable:  (1)  The  tetters 
"USDA";  (2)  Numbers  identifying  the  State  and  dealer,  exhibitor,  or  research  facility  (e  g.,  39-AB);  and  (3)  Numbers  identifying 
the  animal  (e  g.,  82488). 

***  The  dogs  do  not  have  identification  tags  with  the  required  information  per  this  regulation.  This  is  an  important  part  of  the 
record  keeping  process  and  needs  to  be  addressed. 

Correct  by:  July  10,  2008 
3.3  ( b ) 

SHELTERED  HOUSING  FACILITIES. 

(b)  Ventilation.  The  enclosed  or  sheltered  part  of  sheltered  housing  facilities  for  dogs  and  cats  must  be  sufficiently  ventilated 
when  dogs  or  cats  are  present  to  provide  for  their  health  and  well-being,  and  to  minimize  odors,  drafts,  ammonia  levels,  and 
moisture  condensation.  Ventilation  must  be  provided  by  windows,  doors,  vents,  fans,  or  air  conditioning.  Auxiliary  ventilation, 
such  as  fans,  blowers,  or  air-conditioning,  must  be  provided  when  the  ambient  temperature  is  85  deg.  F (29.5  deg.  C)  or 
higher. 

***  There  was  a strong  odor  upon  entering  the  kennel  area.  The  odor  is  coming  from  the  veal  calves  the  facility  has  adjacent 
to  the  dogs.  The  concrete  gutters  that  run  underneath  the  divider  wall  and  between  both  areas  contains  standing  water  that 
promotes  this  concentrated  odor.  This  area  of  ventilation  needs  to  be  addressed  for  the  health  of  the  dogs. 

Correct  by:  June  15,  2008 

3.6  ( a X 2 X ii  ) 

3.6  ( a X 2 X lx ) 

PRIMARY  ENCLOSURES. 

2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they:  (ii)  Protect  the  dogs  and  cats  from  injury. 
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***  Currently  the  whelping  boxes  have  a mesh  covering  the  top  portion  of  the  box  that  wide  openings.  These  openings  allow 
the  dogs  head  to  go  through  and  could  potentially  cause  injury.  This  needs  to  be  addressed  for  the  safety  and  containment  of 
the  dogs. 

Correct  by:  June  10,  2008 

2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they:  (ix)  Enable  all  surfaces  in  contact  with  the  dogs  and 
cats  to  be  readily  cleaned  and  sanitized  in  accordance  with  Sec.  3.11(b)  of  this  subpart,  or  be  replaceable  when  worn  or 
soiled. 

***  Some  small  sections  of  the  base  of  the  primary  enclosures  are  showing  signs  of  rust  and  paint  is  peeling  off.  If  the  rust 
continues  to  develop,  it  could  affect  the  structural  integrity  of  the  enclosures.  In  addition,  rust  does  not  allow  the  enclosures  to 
be  readily  cleaned  and  sanitized.  These  areas  of  rust  need  to  be  addressed  to  Keep  the  enclosure  structurally  sound  and  to 
facilitate  cleaning  of  the  enclosures. 

Correct  by:  July  1 , 2008 
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2-40  ( b X 2 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

There  were  a couple  of  dogs  in  the  kennel  with  nails  that  were  curling  and  splaying  slightly.  Long  nails  pose  a potential 
hazard  if  they  get  caught  in  the  wire  mesh  or  grow  under  into  the  foot  pad.  Nalls  should  be  trimmed  on  a routine  basis  for  the 
welfare  of  the  dogs. 

Correct  by  Aug.  12, 2008. 
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3.9  ( b ) 

FEEDING. 

If  self-feeders  are  used,  they  must  be  kept  dean  and  sanitized. 

There  was  a small  amount  of  grime  and  debris  under  the  inside  lip  of  some  of  the  feeders.  These  sould  be  kept  clean  to 
maintain  the  health  and  well-being  of  the  dogs. 

Correct  by  Aug.  12,  2008. 


Note:  The  computer  would  not  print  out  this  report  while  at  the  facility.  The  non  compliant  Items  were  discussed  with  the 
licensee  and  the  report  was  mailed  to  fadlity. 
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3.1  | c K 3 ) 

HOUSING  FACILITIES,  GENERAL. 

(3)  Cleaning.  Hard  surfaces  with  which  the  dogs  or  cats  come  in  contact  must  be  spot-cleaned  daily  and  sanitized  in 
accordance  with  Sec.  3.11(b)  of  this  subpart  to  prevent  accumulation  of  excreta  and  reduce  disease  hazards.  All  other 
surfaces  of  housing  facilities  must  be  cleaned  and  sanitized  when  necessary  to  satisfy  generally  accepted  husbandry 
standards  and  practices. 

***  There  is  evidence  of  feces  not  falling  through  the  wire  mesh  enclosures  that  needs  to  be  checked  and  removed  daily  to 
ensure  the  dogs  are  not  contaminated. 

***  There  is  an  accumulation  of  feces  underneath  the  enclosures  that  needs  to  be  cleaned  as  often  as  necessary  to  reduce 
disease  hazards  and  odors. 

Correct  by:  May  30.  2003 


3.6  ( a K 1 ) 

PRIMARY  ENCLOSURES. 

(t)  Primary  enclosures  must  be  designed  and  constructed  of  suitable  materials  so  that  they  are  structurally  sound.  The 
primary  enclosures  must  be  kept  in  good  repair. 

'**  There  is  insulation  between  the  metal  roof  and  the  dogs  in  the  outside  section  of  enclosures.  There  is  evidence  that  the 
dogs  are  scratching  and  breaking  off  parts  of  the  insulation  and  there  is  a high  potential  for  the  dogs  to  ingest  this  insulation. 
This  needs  to  be  addressed  for  the  safety  of  the  dogs  and  to  keep  the  enclosure  in  good  repair 

***  In  "Abby's"  enclosure  the  area  around  the  metal  shift  door  has  been  chewed.  This  has  created  sharp  edges  which  could 
potentially  injure  the  dog.  This  shift  door  needs  to  be  kept  in  good  repair  for  the  safety  of  the  dog. 

***  There  are  several  areas  of  the  primary  enclosures  that  are  in  disrepair  due  to  the  dogs  chewing  on  the  wood  surround  the 
enclosures.  These  enclosures  need  to  be  kept  in  good  repair  so  they  are  structurally  sound. 

Correct  by:  June  28, 2008 
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3.10 

WATERING. 

If  potable  water  is  not  continually  available  to  the  dogs  and  cats,  it  must  be  ottered  to  the  dogs  and  cats  as  often  as 
necessary  to  ensure  their  health  and  well-being,  but  not  less  than  twice  daily  for  at  least  1 hour  each  time,  unless  restricted 
by  the  attending  veterinarian.  Water  receptacles  must  be  kept  clean  and  sanitized  in  accordance  with  Sec.  3.11(b)  of  this 
subpart,  and  before  being  used  to  water  a different  dog  or  cat  or  social  grouping  of  dogs  or  cats. 

*’*  The  water  available  to  the  three  dogs  outside  was  green  in  coloration  due  to  algae  growth  in  the  water  buckets.  Frosh 
water  needs  to  be  provided  daily  and  the  buckets  need  to  be  cleaned  and  sanitized  lo  reduce  the  algae  growth.  This  is  for  the 
health  of  the  dogs. 

Correct  by:  May  20.  2008 


Prepared  By:  

ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 
Title:  ANIMA^CAREMNSPECTO^Mnsractor ID:  1 075 
Received  By:  b6,  b7c  H 

manna  onmr 
Title:  OWNER 


Date: 

MAY-28-2008 

Date: 

MAY-28-2008 


USDA 


Page  2 of  2 


USDA 


ERNIE  SCHMUCKER 
SCHMUCKERS  KENNELS 


10169  TURNPIKE  ROAD 
CLYDE,  NY  14433 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

INSPECTION  REPORT) 


AMILHORMA 

A!  If;  1 Q ?0{\8  33393  custjd 
337252  inspjd 
38271  site  id 


Customer  ID:  33393 
Certificate:  21 -A-01 30 

Site:  001 
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2.40  ( b X 3 ) REPEAT  NCI 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***Many  of  the  dogs  had  overgrown  nails  that  were  splaying.  Long  nails  pose  a potential  risk  if  the  nail  gets  caught  in  the 
wire  mesh,  or  if  the  nail  grows  too  tong,  it  begins  to  curl  under  into  the  foot  pad.  Nails  need  to  be  trimmed  on  a routine  basis 
for  the  health  of  the  dog. 

2.75  ( a X 1 ) REPEAT  NCI 

RECORDS:  DEALERS  AND  EXHIBITORS. 

Each  dealer,  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  each  exhibitor  shall 
make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  each  dog 
or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or 
which  is  transported,  euthanized,  sotd,  or  otherwise  disposed  of  by  that  dealer,  or  exhibitor.  The  records  shall  include  any 
offspring  bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control. 

***The  actual  count  of  dogs  in  the  kennel  was  7 dogs  over  the  amount  in  the  records.  There  is  no  date  of  purchase  or 
donation  to  the  kennel,  nor  are  the  previous  owners  of  the  dogs  recorded.  These  records  are  an  important  part  of  the  record 
keeping  process  and  need  to  be  accurately  maintained. 

3.11  ( b X 2 ) REPEAT  NCI 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 weeks 
and  more  often  if  necessary  to  prevent  an  accumulation  of  dirt,  debris,  food  waste,  and  other  disease  hazards. 

***Some  of  the  water  bottles  had  algae  accumulation  inside  on  the  edges  near  the  base.  Due  to  their  placement  in  the 
kennel,  they  may  be  prone  to  algae  growth  and  require  additional  methods  of  cleaning  beside  the  routine  sanitation  used 
currently.  All  food  receptacles  and  water  bottles  must  be  kept  sanitary  for  the  health  of  the  dogs. 
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2.40  ( b X 3 > 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being, 

***  One  dog  is  matted  and  needs  to  be  groomed.  Once  the  fur  becomes  matted,  it  pulls  and  separates  from  the  skin  leaving 
the  animal  exposed  to  the  elements.  Grooming  needs  to  occur  on  a regular  basis  for  the  health  and  well  being  of  the  dogs. 

***  Several  dogs  have  long  nails  that  need  to  be  trimmed.  Long  nails  pose  a potential  risk  if  the  nail  gets  caught  in  the  wire 
mesh,  or  if  the  nail  grows  too  long  it  begins  to  curt  under  into  the  foot  pad.  Nails  need  to  be  trimmed  on  a routine  basis  for  the 
health  of  the  dog. 

Correct  by:  Feb  7, 2008 


2.75  ( a X 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(a)(1)  Each  dealer,  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  each  exhibitor 
shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  each 
dog  or  cat  purchased  or  otherwise  acquired,  owned,  held,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control, 
or  which  is  transported,  euthanized,  sold,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any 
offspring  born  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control. 

***  Dogs  identified  by  tag  number  as  12, 17  and  22  are  listed  as  being  sold  in  the  records.  However  there  is  no  sale  date  and 
no  record  of  disposition  or  form  7006  to  indicate  who  these  dogs  were  sold  to.  These  records  are  an  important  part  of  the 
record  keeping  process  and  needs  to  be  accurately  maintained. 

Correct  Immediately 
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3.11  ( b K 2 ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 
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(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors.  The  pans 
under  primary  enclosures  with  grill-type  floors  and  the  ground  areas  under  raised  runs  with  mesh  or  slatted  floors  must  be 
cleaned  as  often  as  necessary  to  prevent  accumulation  of  feces  and  food  waste  and  to  reduce  disease  hazards  pests, 
insects  and  odors. 

1,  One  enclosure  housing  two  puppies  has  a wood  box  that  needs  to  be  cleaned.  There  is  evidence  of  feces  stuck  to  the 
bottom  of  the  box.  This  does  not  allow  the  puppies  to  keep  out  of  their  waste  if  they  choose  to  be  in  the  box.  This  box  needs  to 
be  cleaned  on  a more  frequent  basis. 

2.  There  is  a build  up  of  feces  under  the  wire  mesh  enclosures  in  and  outside  of  the  kennel  building.  This  build  up  of  feces  is 
contributing  to  the  ammonia  odor  in  the  kennel  and  needs  to  be  cleaned  on  a more  frequent  basis. 

(b) (2)  Used  primary  enclosures  and  food  and  water  receptacles  for  dogs  and  cats  must  be  sanitized  at  least  once  every  2 
weeks  using  one  of  the  methods  prescribed  in  paragraph  (b)(3)  of  this  section,  and  more  often  if  necessary  to  prevent  an 
accumulation  of  dirt,  debris,  food  waste,  excreta,  and  other  disease  hazards. 

***  Currently  the  primary  enclosures  and  food  receptacles  are  being  sanitized  as  needed  or  once  a month  per  the  owner.  Per 
this  regulation  and  for  the  health  of  the  dogs  in  the  kennel,  primary  enclosures  and  food  and  water  receptacles  need  to  be 
sanitized  at  (east  once  every  2 weeks  using  a method  described  in  (b)(3). 
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Type:  ROUTINE  INSPECTION 
Date:  MAY-28-2008 

3.1  < f ) 

HOUSING  FACILITIES,  GENERAL. 

(f)  Drainage  and  waste  disposal.  Housing  facility  operators  must  provide  for  regular  and  frequent  collection,  removal,  and 
disposal  of  animal  and  food  wastes,  bedding,  debris,  garbage,  water,  other  fluids  and  wastes,  and  dead  animals,  in  a 
manner  that  minimizes  contamination  and  disease  risks. 

***  The  area  to  the  right  of  the  bulldog  enclosure  has  a large  pile  of  feces  that  was  removed  from  the  enclosure  but  left  next  to 
it.  This  does  not  constitute  removal  of  waste  and  does  not  minimize  odor  or  disease  risks.  This  area  needs  to  be  addressed 
and  fecal  waste  removed  from  the  area. 

Correct  by:  May  30, 2008 


3.2  (d) 

INDOOR  HOUSING  FACILITIES. 

d)  Interior  surfaces.  The  floors  and  walls  of  indoor  housing  facilities,  and  any  other  surfaces  in  contact  with  the  animals,  must 
be  impervious  to  moisture.  The  ceilings  of  indoor  housing  facilities  must  be  impervious  to  moisture  or  be  replaceable  (e.g.,  a 
suspended  ceiling  with  replaceable  panels). 

***  Several  areas  of  the  whelping  room  including  the  walls  are  not  sealed  and  impervious  to  moisture.  This  needs  to  be 
addressed  per  this  regulation  to  facilitate  cleaning  and  sanitization  of  the  area 

Correct  by:  June  10,  2008 


3.11  ( a ) 

3.11  ( c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  enclosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors, 
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“*  There  was  an  accumulation  ot  feces  underneath  the  wire  mesh  enclosures 


She  !<..:> mol  nren  .mtsidc.  Areas  'iiidirne  jlh 
disease  fm/ards  insects.  s;-sTs  arid  urtws. 


rash  ei  iciest. 


.hat  wj'is  contributing  to  a strung  odor  around 
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UfM  of  j--i  whelping  ..‘iidosuius  had  luces  that  newt  to  he  roivovud  daily  tor  *ha  health  md  -veil  cl  'ha  dogs. 

‘ A tew  of  the  wire  mesh  enclosures  had  feces  that  wore  not  failing  through.  These  enclosures  need  to  be  checKed  daily  to 
prevent  the  dogs  from  soiling  themselves. 

Correct  bv:  May  29,  2008 


;c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  .aril  surrounding 
grounds,  must  be  kept  dean  and  in  good  lepair  lo  protect  the  animals  from  injuiy,  to  facilitate  the  husbandry  practices 
required  in  this  subpait,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin. 
Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well- 
being of  the  animals. 

***  There  are  chicks  housed  in  the  whelping  room  in  a pen  with  a heat  lamp.  No  other  species  should  be  housed  in  with  the 
dogs.  This  is  to  reduce  possible  disease  hazards  to  the  dogs.  These  chicks  need  to  be  removed  for  the  health  of  the  dogs. 

***  There  are  miscellaneous  items  throughout  the  whelping  room,  including  some  items  on  top  of  the  bulldog  enclosure. 
This  includes  a container  that  is  dirty.  For  the  health  of  the  dogs  and  to  promote  good  husbandry,  these  items  need  to  be 
removed  and  this  area  kept  clean. 

Correct  by:  May  30,  2008 
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2.126 

ACCESS  AND  INSPECTION  OF  RECORDS  AND  PROPERTY, 

(a)  Each  dealer,  exhibitor,  intermediate  handler,  or  carrier,  shall,  during  business  hours,  allow  APHIS  officials: 

(1)  To  enter  its  place  of  business; 

(2)  To  examine  records  required  to  be  kept  by  the  Act  and  the  regulations  in  this  part; 

(3)  To  make  copies  of  the  records; 

(4)  To  inspect  and  photograph  the  facilities,  property  and  animals,  as  the  APHIS  officials  consider  necessary  to  enforce  the 
provisions  of  the  Act,  the  regulations  and  the  standards  in  this  subchapter;  and 

(5)  To  document,  by  the  taking  of  photographs  and  other  means,  conditions  and  areas  of  noncompliance. 


***  This  facility  was  not  able  to  be  inspected  because  no  one  was  available  for  the  inspection  process.  Upon  arrival  I called 
the  phone  number  listed  and  knocked  on  the  door.  I waited  several  minutes  and  then  returned  again  later  in  the  afternoon. 
Please  call  me  with  your  current  hours  of  availability  at  (703}  812-6940. 

This  is  the  first  attempted  inspection. 
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Inspection 

Type:  PRELICENSE  INSPECTION  #2 
Date:  MAY-28-2008 


No  noncompliances  identified  this  inspection. 

Applicant  wants  to  be  licensed  as  a Class  A dealer. 

No  regulated  activities  may  be  conducted  until  USDA  license  is  issued. 

Record  -keeping  requirements  were  explained  to  the  applicant. 

Identification  requirements  were  explained  to  the  applicant. 

Dogs  must  be  identified  with  official  USDA  identification  within  30  days  after  license  is  received. 
Applicant  will  be  sending  the  license  fee  to  the  Regional  Office. 
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3.1  (e) 

HOUSING  FACILITIES,  GENERAL. 

Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage,  contamination, 
and  vermin  infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning  underneath  and 
around  the  supplies.  Foods  requiring  refrigeration  must  be  stored  accordingly,  and  all  food  must  be  stored  in  a manner  that 
prevents  contamination  and  deterioration  of  its  nutritive  value.  All  open  supplies  of  food  and  bedding  must  be  kept  in 
leakproof  containers  with  tightly  fitting  iids  to  prevent  contamination  and  spoilage.  Only  food  and  bedding  that  is  currently 
being  used  may  be  kept  in  the  animal  areas.  Substances  that  are  toxic  to  the  dogs  or  cats  but  are  required  for  normal 
husbandry  practices  must  not  be  stored  in  food  storage  and  preparation  areas,  but  may  be  stored  in  cabinets  in  the  animal 
areas. 

1)  Food  and  bedding  are  currently  being  stored  on  the  floor. 

To  allow  for  cleaning  and  to  minimize  the  chance  of  contamination  these  supplies  must  be  stored  off  the  floor. 

3.6  ( a K 2 )(  x ) 

PRIMARY  ENCLOSURES. 

General  requirements.  (2)  Primary  enclosures  must  be  constructed  and  maintained  so  that  they: 

(x)  Have  floors  that  are  constructed  in  a manner  that  protects  the  dogs'  and  cats’  feet  and  legs  from  injury,  and  that,  if  of 
mesh  or  slatted  construction,  do  not  allow  the  dogs'  and  cats'  feet  to  pass  through  any  openings  in  the  floor; 

1)  Currently  the  gaps  in  the  mesh  floor  of  the  whelping  enclosure  are  wide  enough  to  allow  the  pups  legs  to  pass  through 
thus  increasing  the  possibility  of  injury. 

3.8  ( b ) 

EXERCISE  FOR  DOGS. 

Dogs  housed  in  groups.  Dogs  over  12  weeks  of  age  housed,  held,  or  maintained  in  groups  by  any  dealer,  exhibitor,  or 
research  facility,  including  Federal  research  facilities,  do  not  require  additional  opportunity  for  exercise  regularly  if  they  are 
maintained  in  cages,  pens,  or  runs  that  provide  in  total  at  least  100  percent  of  the  required  space  for  each  dog  if  maintained 
separately. 

1)  Two  adult  dogs  are  currently  being  housed  together  in  an  enclosure  that  is  1332  sq"  in  area. 

The  minimum  area  for  the  two  dogs  should  be  1354  sq".  No  opportunity  for  regular  exercise  outside  of  the  enclosure  is 
being  provided. 


All  items  must  be  in  compliance  within  2 more  inspections  or  by  8/12/08  or  applicant  will  forfeit  application  fee  and  must  wait 
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6 months  to  reapply. 

No  regulated  activities  may  be  conducted  until  USDA  license  is  issued. 

Record  keeping  requirements  were  explained  to  the  applicant. 

Identification  requirements  were  explained  to  the  applicant. 

Dogs  must  be  identified  with  official  USDA  identification  within  30  days  after  license  number  is  received. 


Applicant  should  cal!  this  inspector  to  schedule  a second  inspection  at  (301)  526-1615  cell 
or  voicemail  (703)  812-6029 
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No  non  compliant  items  observed  during  this  inspection. 

Applicant  is  approved  for  a class  A license  to  breed  and  wholesale  dogs. 

Check  # 1 1 29  for  30.00  is  enclosed  for  license  fee 

Note:  All  facilities  and  animals  that  will  be  licensed  for  regulated  activity  under  this  customer  number  have  been  disclosed  to 
the  inspector  and  inspected. 
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Inspection 
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No  non  compliant  items  observed  during  this  inspection. 

Applicant  is  ready  for  a class  A license  to  breed  and  wholesale  dogs. 
Check  # 8942  for  30.00  is  enclosed  for  license  fee. 
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2.40  ( a X 1 ) 

2.40  ( b K 2 ) 

2.40  ( b X 3 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(1)  Each  dealer  and  exhibitor  shall  employ  an  attending  veterinarian  under  formal  arrangements.  In  the  case  of  a part-time 
attending  veterinarian  or  consultant  arrangements,  the  formal  arrangements  shall  include  a written  program  of  veterinary 
care  and  regularly  scheduled  visits  to  the  premises  of  the  dealer  or  exhibitor. 


***  The  PVC  was  not  at  the  facility  and  could  not  be  reviewed.  A written  program  of  veterinary  care  needs  to  be  documented  to 
determine  that  the  facility  has  veterinarian  and  to  assure  the  health  care  needs  of  the  dogs  are  being  met. 

(2)  The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

*”  Currently  vaccines  and  medical  products  that  do  not  require  refrigeration  are  stored  in  an  area  with  other  miscellaneous 
items  including  cleaning  products,  old  medications  for  swine,  tools,  paint  and  other  various  items,  Medical  items  that  are 
used  for  the  dogs  need  to  be  stored  in  a designated  area  to  protect  the  medical  supplies  from  contamination. 

***  One  whelping  box  had  two  puppies.  One  puppy  was  half  the  size  of  the  other  puppy  and  appeared  not  to  be  taken  care  of 
well  by  the  mother.  This  puppy  needs  to  be  monitored  and  possibly  supplemented  for  its  well  being. 

(3)  Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***  Multiple  dogs  are  matted  and  in  need  of  grooming.  A few  dogs  have  fecal  material  caught  in  the  fur.  Once  the  fur  becomes 
matted,  it  pulls  and  separates  from  the  skin  leaving  the  dog  exposed  to  the  elements.  Grooming  should  be  considered  a 
routine  practice  for  the  health  of  the  dogs. 

*’*  Several  dogs  have  long  nails  that  need  to  be  trimmed.  Long  nails  pose  a potential  hazard  if  the  nails  get  caught  in  the 
wire  mesh  or  grow  underneath  into  the  foot  pad.  Nails  need  to  be  trimmed  on  a routine  basis  for  the  safety  of  the  dogs. 
When  trimming  long  nails,  care  should  be  taken  to  reduce  discomfort  and  blood  loss. 
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3.1  ( a ) 

3.1  ( b ) 

3.1  ( f ) 

HOUSING  FACILITIES,  GENERAL. 

(a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  stmcturally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering. 

***  A few  of  the  white  plastic  feeders  are  chewed  around  the  rim.  Many  of  the  feeders  now  have  sharp  edges  that  need  to  be 
addressed  for  the  safety  of  the  dogs. 

***  A few  of  the  wire  mesh  enclosures  have  sections  that  are  separating  from  the  center  mesh  creating  the  mesh  to  sag 
under  the  weight  of  the  dogs.  This  needs  to  be  addressed  to  keep  the  enclosure  in  good  repair  and  for  the  safety  of  the  dogs. 

***  One  enclosure  has  two  small  holes  in  the  bottom  of  the  wire  mesh  and  there  is  wire  protruding  up  through  the  bottom  that 
could  potentially  injure  the  dogs.  This  enclosure  needs  to  be  kept  in  good  repair  for  the  safety  of  the  dogs. 

(b)  Condition  and  site.  Housing  facilities  and  areas  used  for  storing  animal  food  or  bedding  must  be  free  of  any  accumulation 
of  trash,  waste  material,  junk,  weeds,  and  other  discarded  materials.  Animal  areas  inside  of  housing  facilities  must  be  kept 
neat  and  free  of  clutter,  including  equipment,  furniture,  and  stored  material,  but  may  contain  materials  actually  used  and 
necessary  for  cleaning  the  area,  and  fixtures  or  equipment  necessary  for  proper  husbandry  practices  and  research  needs. 

***  Currently  the  food  supplies  are  being  stored  in  a storage  space  with  multiple  other  items  relating  to  another  business. 
Food  and  bedding  supplies  should  be  stored  in  a designated  area  that  is  free  of  clutter  and  trash  to  protect  the  supplies  from 
contamination  and  to  promote  good  housekeeping  practices. 

(f)  Drainage  and  waste  disposal.  Housing  facility  operators  must  provide  for  regular  and  frequent  collection,  removal,  and 
disposal  of  animal  and  food  wastes,  bedding,  debris,  garbage,  water,  other  fluids  and  wastes,  and  dead  animals,  in  a 
manner  that  minimizes  contamination  and  disease  risks.  Housing  facilities  must  be  equipped  with  disposal  facilities  and 
drainage  systems  that  are  constructed  and  operated  so  that  animal  waste  and  water  are  rapidly  eliminated  and  animals  stay 
dry.  Disposal  and  drainage  systems  must  minimize  vermin  and  pest  infestation,  insects,  odors,  and  disease  hazards.  All 
drains  must  be  properly  constructed,  installed,  and  maintained.  If  dosed  drainage  systems  are  used,  they  must  be  equipped 
with  traps  and  prevent  the  backflow  of  gases  and  the  backup  of  sewage  onto  the  floor.  If  the  facility  uses  sump  or  settlement 
ponds,  or  other  similar  systems  for  drainage  and  animal  waste  disposal,  the  system  must  be  located  far  enough  away  from 
the  animal  area  of  the  housing  facility  to  prevent  odors,  diseases,  pests,  and  vermin  infestation.  Standing  puddles  of  water  in 
animal  enclosures  must  be  drained  or  mopped  up  so  that  the  animals  stay  dry.  Trash  containers  in  housing  facilities  and  in 
food  storage  and  food  preparation  areas  must  be  leakproof  and  must  have  tightly  fitted  lids  on  them  at  all  times. 

***  At  the  time  of  the  inspection,  there  was  a back  up  of  waste  water  in  the  trench  next  to  the  enclosures.  The  trench  was  not 
working  property  because  the  area  outside  the  building  is  still  not  excavation  properly.  This  needs  to  be  addressed  so  this 
trench  system  does  not  continually  back  up  into  the  building. 

***  The  trash  container  in  the  whelping  room  does  not  have  a lid  and  per  this  regulation  trash  containers  in  housing  facilities 
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and  in  food  storage  and  food  preparation  areas  must  be  leakproof  and  must  have  tightly  fitted  lids  on  them  at  all  times. 


***  Outside  the  kennel  area,  is  a pile  of  trash  bags,  some  broken  open  and  other  garbage  related  items.  This  area  needs  to 
be  addressed  to  reduce  living  areas  for  pests  and  vermin  and  to  promote  good  housekeeping  around  the  facility. 


3.2  <d) 

INDOOR  HOUSING  FACILITIES. 

d)  Interior  surfaces.  The  floors  and  walls  of  indoor  housing  facilities,  and  any  other  surfaces  in  contact  with  the  animals,  must 
be  impervious  to  moisture.  The  ceilings  of  indoor  housing  facilities  must  be  impervious  to  moisture  or  be  replaceable  (e.g.,  a 
suspended  ceiling  with  replaceable  panels). 

***The  wood  in  the  whelping  boxes  is  not  sealed  and  impervious  to  moisture.  Per  this  regulation  and  to  facilitate  cleaning 
and  sanitization  of  the  enclosures,  all  surfaces  in  contact  with  the  animals  must  be  impervious  to  moisture. 


3.11  { a ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)The  pans  under  primary  enclosures  with  grill-type  floors  and  the  ground  areas  under  raised  runs  with  mesh  or  slatted 
floors  must  be  cleaned  as  often  as  necessary  to  prevent  accumulation  of  feces  and  food  waste  and  to  reduce  disease 
hazards  pests,  insects  and  odors. 

***  The  back  panel  underneath  the  whelping  boxes  requires  cleaning.  This  area  needs  to  be  addressed  and  cleaned  as 
often  as  necessary  to  reduce  disease  hazards. 


This  is  the  first  pre  license  inspection.  Please  call  me  at  (703)  812-6940  when  you  are  ready  for  the  next  pre  license 
inspection.  The  entire  pre  license  procress  must  be  completed  within  90  days  of  today’s  date.  No  regulated  activity  may  be 
conducted  until  the  licensing  process  is  complete. 

AH  animals  and  facilities  that  will  be  licensed  for  regulated  activity  under  this  customer  number  have  been  disclosed  to  the 
inspector  and  inspected. 
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DAN  BARKER  Customer  ID:  14166 
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11562  KETCHUM  RD 
NORTH  COLLINS,  NY  14111 


Site:  001 

DANS  PETS 

Inspection 

Type:  PRELICENSE  INSPECTION  #2 
Date:  JUL-16-2008 


No  non  compliant  items  observed  during  this  inspection. 

Applicant  is  ready  for  a class  A license  to  breed,  and  wholesale  dogs. 
Check  # 908  for  30.00  is  enclosed  for  licensee  foe. 
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DAN  BARKER 
DANS  PETS 


Customer  ID:  14166 
Certificate:  - 


11562  KETCHUMRD 
NORTH  COLLINS,  NY  14111 


Site:  001 

DANS  PETS 

Inspection 

Type:  PRELICENSE  INSPECTION  #1 
Date;  MAY-14-2008 


3.1  (9) 

HOUSING  FACILITIES,  GENERAL. 

(e)  Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  From  spoilage, 
contamination,  and  vermin  Infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning 
underneath  and  around  the  supplies.  All  open  supplies  of  food  and  bedding  must  be  kept  in  leakproof  containers  with  tightly 
fitting  lids  to  prevent  contamination  and  spoilage.  Only  food  and  bedding  that  is  currently  being  used  may  be  kept  in  the 
animal  areas. 

***  There  were  several  bags  of  food  being  stored  directly  on  the  ground.  Per  this  regulation  and  to  prevent  contamination 
these  supplies  must  be  stored  off  the  floor  and  away  from  the  walls.  In  addition,  there  were  a few  bags  of  food  supplies  open 
but  not  in  containers  and  some  bedding  that  was  in  containers  with  no  lids.  Again  per  this  regulation  all  open  supplies  of 
food  and  bedding  must  be  kept  in  leakproof  containers  with  tightly  fitting  lids  to  prevent  contamination  and  spoilage. 

Correct  by  next  inspection 

3.2  (d) 

INDOOR  HOUSING  FACILITIES. 

(d)  Interior  surfaces.  The  floors  and  walls  of  indoor  housing  facilities,  and  any  other  surfaces  in  contact  with  the  animals, 
must  be  impervious  to  moisture.  The  ceilings  of  indoor  housing  facilities  must  be  impervious  to  moisture  or  be  replaceable 
(e.g.,  a suspended  ceiling  with  replaceable  panels). 

***  There  are  areas  of  wood  in  the  large  breed  shelter  structures,  and  in  the  whelping  rooms  that  are  not  sealed.  These 
areas  of  wood  need  to  be  made  impervious  to  moisture  to  facilitate  cleaning  and  sanitization  of  the  kennel. 

Correct  by  next  inspection 

This  is  the  first  pre  license  inspection.  Please  call  me  at  703-812-6940  when  you  are  ready  for  your  second  pre  license 
inspection.  The  pre  license  process  must  be  completed  within  90  days  of  today’s  date.  No  regulated  activity  may  occur  until 
the  licensing  process  is  complete. 

All  animals  and  facilities  that  will  be  licensed  for  regulated  activity  under  this  customer  number  have  been  disclosed  to  the 
inspector  and  inspected. 
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PAUL  KUBASIEWICZ 


Customer  ID:  44794 
Certificate: 


8080  OLD  POST  RD  WEST 
AMHERST,  NY  14051 


Site:  001 

PAUL  KUBASIEWICZ 
Inspection 

Type:  Prelicense  2 
Date:  3 December  2008 


No  non  compliant  items  were  observed  at  the  time  of  the  inspection. 
Applicant  is  ready  for  a class  A license  to  breed  and  wholesale  chinchilla’s 
Check  # 1003  is  enclosed  for  30.00  license  fee 
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PAUL  KUBASIEWICZ 

8080  OLD  POST  RD 
AMHERST,  NY  14051 


Customer  ID:  44794 
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Site:  001 

PAUL  KUBASIEWICZ 
Inspection 

Type:  Prelicense  1 
Date:  18  November  2008 


2.40  Attending  veterinarian  and  adequate  veterinary  care  (dealers  and  exhibitors). 

(a)(1)  Each  dealer  and  exhibitor  shall  employ  an  attending  veterinarian  under  formal  arrangements.  In  the  case  of  a part- 
time  attending  veterinarian  or  consultant  arrangements,  the  formal  arrangements  shall  include  a written  program  of 
veterinary  care  and  regularly  scheduled  visits  to  the  premises  of  the  dealer  or  exhibitor. 

***  There  was  no  written  program  of  veterinary  care  available  at  the  facility  to  be  reviewed.  Because  the  applicant  has 
consultant  arrangements  with  a veterinarian,  a written  program  needs  to  be  documented  and  kept  at  the  facility  to  be 
reviewed  by  the  inspector.  This  is  to  assure  the  health  care  needs  of  the  animals  are  being  met  and  the  applicant  is 
receiving  guidance  in  the  husbandry  care  of  the  animals. 

Correct  by:  2nd  pre  license  inspection. 


This  is  the  first  pre  license  inspection;  please  contact  me  at  (240)  381-4110  when  you  are  ready  for  the  second  pre 
license  inspection.  The  entire  pre  license  process  must  be  completed  within  90  days  of  today's  date.  No  regulated  activity 
may  occur  until  the  licensing  process  is  complete. 


All  animals  and  facilities  that  will  be  regulated  under  this  customer  number  have  been  disclosed  to  the  inspector  and 
inspected. 

Animal  Inventory:  42  adult  chinchillas 
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Customer  ID:  2068 
Certificate:  21-B-0003 

Site:  001 

FAUNA  RESEARCH  INC. 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-20-2008 


No  noncompliances  were  identified  at  the  time  of  this  inspection. 
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WARDS  NATURAL  SCIENCE  EST 
INC 
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Customer  ID:  2074 
Certificate:  21  -B-001 7 

Site:  001 

WARDS  NATURAL  SCIENCE  EST 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-06-2008 


No  live  regulated  species  were  present  at  the  time  of  this  inspection 
No  non  compliant  items  were  observed  during  this  inspection 
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PARROTS  OF  THE  WORLD 
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Inspection 

Type:  ROUTINE  INSPECTION 
Date:  SEP-10-2008 


Inspection  shows  all  standards  in  compliance  9/08 


Inventory 
degus  15 
spiny  mice  9 
fancy  mice  6 
hamsters  22 
ferrets  2 
puppies  4 
rabbits  6 

pigs  2.2 
kittens  5 
chinchillas  2 
agouti  1 
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ISLAND  ANIMALS  LTD 
PARROTS  OF  THE  WORLD 


Customer  ID:  2083 
Certificate:  21  -B-0022 


316  SUNRISE  HIGHWAY 
ROCKVILLE  CENTRE,  NY  11570 


Site:  001 

PARROTS  OF  THE  WORLD 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-06-2008 


Inspection  shows  all  standards  in  compliance  2708 

Inventory 
12  dogs 
14  rabbits 
13ferrets 
Sdegus 
2 hamsters 

5 hedge  hogs 

7 spiny  mice 
22gerbils 

8 fancy  mice 

1 short  tailed  opossum 
4 kittens 
1 agouti 

25  dwarf  hamsters 

6 dwarf  rats 
1 ferret 

17  guinea  pigs 
1 chinchilla 
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NIAGARA  AQUARIUM  CO  INC 


1345  MILITARY  ROAD 
KENMORE,  NY  14217 


Customer  ID:  2086 
Certificate:  21-B-0025 

Site:  001 

NIAGRA  AQUARIUM  CO.,  INC. 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-10-2008 


No  non  compliant  items  observed  during  this  inspection 
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Customer  ID:  2088 
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Site:  001 
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Inspection 

Type:  Attempted  Inspection 
Date:  1 December  2008 
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United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


2.126  Access  and  inspection  of  records  and  property. 

(a)  Each  dealer,  exhibitor,  intermediate  handler,  or  carrier,  shall,  during  business  hours,  allow  APHIS  officials: 

(1)  To  enter  its  place  of  business; 

(2)  To  examine  records  required  to  be  kept  by  the  Act  and  the  regulations  In  this  part; 

(3)  To  make  copies  of  the  records; 

(4)  To  inspect  and  photograph  the  facilities,  property  and  animals,  as  the  APHIS  officials  consider  necessary  to  enforce 
the  provisions  of  the  Act,  the  regulations  and  the  standards  in  this  subchapter;  and 

(5)  To  document,  by  hie  taking  of  photographs  and  other  means,  conditions  and  areas  of  noncompliance. 

***  This  facility  could  not  be  inspected  because  the  store  was  closed  and  no  one  was  available  for  the  Inspection  process. 
Please  contact  me  at  (240)381  -4110  with  the  current  store  hours  and  availability. 

This  is  the  first  attempted  inspection. 
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SALLY  REAVES  Customer  ID:  2088 

KRITTER  KORNER  PET  SHOP  Certificate:  21  -B-0029 


P.O.  BOX  242 
PALMYRA,  NY  14522 


Site:  001 

KRITTER  KORNER  PET  SHOP 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-13-2008 


2J5  ( b M 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(b)(1)  Every  dealer  to  whom  animals  are  consigned,  and  exhibitor  shall  make,  keep,  and  maintain  records  or  forms  which 
fully  and  correctly  disclose  the  following  information  concerning  animals  other  than  dogs  and  cats,  purchased  or  otherwise 
acquired,  owned,  held,  leased,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or  which  is  transported, 
sold,  euthanized,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any  offspring  born  of  any 
animal  while  in  his  or  her  possession  or  under  his  or  her  control. 

***  There  are  no  records  of  acquisition  at  the  store  detailing  where  the  8 Richardson  Ground  Squirrel's  were  acquired  from 
These  records  are  an  important  part  of  the  record  keeping  process  and  need  to  be  maintained  at  the  facility. 

Correct  Immediately 


3.75  ( c X 3 ) 

3.75  ( e ) 

HOUSING  FACILITIES,  GENERAL. 

(3)  Cleaning.  Hard  surfaces  with  which  nonhuman  primates  come  in  contact  must  be  spot-cleaned  daily  and  sanitized  in 
accordance  with  §3.84  of  this  subpart  to  prevent  accumulation  of  excreta  or  disease  hazards.  If  the  species  scent  mark,  the 
surfaces  must  be  sanitized  or  replaced  at  regular  intervals  as  determined  by  the  attending  veterinarian  in  accordance  with 
generally  accepted  professional  and  husbandry  practices.  All  other  surfaces  of  housing  facilities  must  be  cleaned  and 
sanitized  when  necessary  to  satisfy  generally  accepted  husbandry  standards  and  practices.  Sanitization  may  be  done  by  any 
of  the  methods  provided  in  §3.84(b)(3)  of  this  subpart  for  primary  enclosures. 

***  The  back  wall  behind  the  Cotton-top  tamarin  enclosure  is  dirty  and  needs  to  be  cleaned  on  a more  frequent  basis  to 
reduce  the  amount  of  food  debris.  This  needs  to  be  addressed  to  reduce  pests  problems  and  disease  hazards. 

Correct  by:  Aug  16, 2008 

e)  Storage.  Food  requiring  refrigeration  must  be  stored  accordingly,  and  all  food  must  be  stored  in  a manner  that  prevents 
contamination  and  deterioration  of  its  nutritive  value.  Only  the  food  and  bedding  currently  being  used  may  be  kept  in  animal 
areas,  and  when  not  in  actual  use,  open  food  and  bedding  supplies  must  be  kept  in  leakproof  containers  with  tightly  fitting 
lids  to  prevent  spoilage  and  contamination. 
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***  The  refrigerator  storing  multiple  species  specific  diet  items  is  dirty  and  in  need  of  cleaning.  In  addition,  there  were  open 
supplies  of  food  and  some  food  items  were  beginning  to  spoil.  The  fridge  needs  to  be  kept  clean  to  reduce  contamination  to 
the  food  supplies  and  for  good  housekeeping  practices. 

Correct  by:  Aug  15,  2008 
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Customer  ID:  2088 
Certificate:  2 1 -B-0029 

SitB:  002 
WOWEE 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-09-2008 

2-75  ( b M 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(b)(1)  Every  exhibitor  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following 
information  concerning  animals  other  than  dogs  and  cats,  purchased  or  otherwise  acquired,  owned,  held,  leased,  or 
otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or  which  is  transported,  sold,  euthanized,  or  otherwise 
disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any  offspring  bom  of  any  animal  while  in  his  or  her 
possession  or  under  his  or  her  control. 

(i)  The  name  and  address  of  the  person  from  whom  the  animals  were  purchased  or  otherwise  acquired;  (ii)  The  USDA 
license  or  registration  number  of  the  person  if  he  or  she  is  licensed  or  registered  under  the  Act;  (iii)  The  vehicle  license 
number  and  State,  and  the  driver's  license  number  (or  photographic  identification  card  for  nondrivers  issued  by  a State)  and 
State  of  the  person,  if  he  or  she  is  not  licensed  or  registered  under  the  Act;  (W)  The  name  and  address  of  the  person  to 
whom  an  animal  was  sold  or  given;  (v)  The  date  of  purchase,  acquisition,  sale,  or  disposal  of  the  animal(s);  (vi)  The  species 
of  the  animal(s);  and  (vii)  The  number  of  animals  in  the  shipment. 

***  The  licensee  recently  acquired  29  animals  from  a licensee,  certificate  23-C-0167.  Many  of  the  animals  are  housed  here  at 
the  site,  but  several  animals  ( macaque,  marmoset,  fox,  coati  mundi,  binturong)  have  gone  to  other  facilities.  There  are  no 
disposition  records  available  identifying  the  names  and  address  of  the  persons  to  whom  an  animal  was  sold  or  given.  This 
is  an  important  part  of  the  record  keeping  process  and  these  records  need  to  be  documented  in  an  accurate  and  timely 
manner. 

Correct  immediately 


SALLY  REAVES 
KRITTER  KORNER  PET  SHOP 


P.O.  BOX  242 
PALMYRA,  NY  14522 


USDA 


3.56  ( a X 1 ) REPEAT  NCI 

SANITATION. 

(1)  Primary  enclosures  shall  be  kept  reasonably  free  of  excreta,  hair,  cobwebs  and  other  debris  by  periodic  cleaning. 
Measures  shall  be  taken  to  prevent  the  wetting  of  rabbits  in  such  enclosures  if  a washing  process  is  used. 

***  The  rabbit  enclosures  in  the  first  building  housing  multiple  rabbits  has  an  accumulation  of  feces  and  needs  to  be  cleaned 
on  a more  frequents  basis  for  their  health  and  well  being. 
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3.75  ( e ) REPEAT  NCI 

HOUSING  FACILITIES,  GENERAL. 

e)  Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage, 
contamination,  and  vermin  infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning 
underneath  and  around  the  supplies.  Food  requiring  refrigeration  must  be  stored  accordingly,  and  all  food  must  be  stored  in 
a manner  that  prevents  contamination  and  deterioration  of  its  nutritive  value.  Only  the  food  and  bedding  currently  being  used 
may  be  kept  in  animal  areas,  and  when  not  in  actual  use,  open  food  and  bedding  supplies  must  be  kept  in  leakproof 
containers  with  tightly  fitting  lids  to  prevent  spoilage  and  contamination. 


1.  The  freezer  was  turned  off  when  the  fridge  was  last  cleaned  and  the  items  in  the  freezer  defrosted,  leaving  animal  blood  to 
pool  in  the  bottom.  This  freezer  again  needs  to  be  cleaned  for  the  health  of  the  animals. 


2.  In  the  first  building  housing  two  Ring-tailed  lemurs,  there  are  open  supplies  of  fruit  and  vegetables.  In  addition,  this 
building  houses  free  roaming  cats  that  have  the  potential  to  contaminate  the  food  and  bedding  supplies  and  adversely  affect 
the  health  of  the  lemurs.  This  situation  needs  to  be  addressed 
for  the  health  of  the  animals. 


3.76  { b ) REPEAT  NCI 

INDOOR  HOUSING  FACILITIES. 

(b)  Ventilation.  Indoor  housing  facilities  must  be  sufficiently  ventilated  at  all  times  when  nonhuman  primates  are  present  to 
provide  for  their  health  and  well-being  and  to  minimize  odors,  drafts,  ammonia  levels,  and  moisture  condensation.  Ventilation 
must  be  provided  by  windows,  doors,  vents,  fans,  or  air  conditioning.  Auxiliary  ventilation,  such  as  fans,  blowers,  or  air 
conditioning,  must  be  provided  when  the  ambient  temperature  is  85  ?F  (29.5  ?C)  or  higher.  The  relative  humidity  maintained 
must  be  at  a level  that  ensures  the  health  and  well-being  of  the  animats  housed,  as  directed  by  the  attending  veterinarian,  in 
accordance  with  generally  accepted  professional  and  husbandry  practices. 

***  Although  the  windows  are  open  in  the  two  buildings,  there  is  still  no  vent,  or  fan  to  create  air  circulation  and  improve 
ventilation  in  the  buildings.  This  includes  no  auxiliary  ventilation  when  temperatures  are  above  85  degrees  during  the 
summer  months.  This  lack  of  ventilation  is  un  acceptable  and  needs  to  be  addressed  immeditaley  for  the  health  of  the 
animals. 


3.125  ( a ) REPEAT  NCI 

FACILITIES,  GENERAL. 

(a)  Structural  strength.  The  facility  must  be  constructed  of  such  material  and  of  such  strength  as  appropriate  for  the  animals 
involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained  in  good  repair  to 
protect  the  animals  from  injury  and  to  contain  the  animals. 

***  The  wire  fencing  along  the  bottom  of  the  porcupine  enclosure  is  exposed  due  to  the  constant  digging  of  the  porcupine. 
Because  the  fencing  is  exposed,  there  is  potential  for  the  animal's  leg  to  fall  through  the  opening  and  cause  potential  injury. 
This  needs  to  be  addressed  for  the  safety  of  the  porcupine. 
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***  There  is  a gap  in  the  fence  of  the  pig  enclosure  that  is  allowing  piglets  to  cross  underneath  the  opening  and  get  out  of  the 
enclosure.  This  enclosure  is  adjacent  to  the  wolf  hybrid  enclosure  so  there  is  a potential  threat  to  the  piglets.  These 
enclosures  need  to  adequately  contain  the  animals  for  their  health  and  safety. 


USDA 


3.130  REPEAT  NCI 

WATERING. 

If  potable  water  Is  not  accessible  to  the  animals  at  all  times,  it  must  be  provided  as  often  as  necessary  for  the  health  and 
comfort  of  the  animal.  Frequency  of  watering  shall  consider  age,  species,  condition,  size,  and  type  of  the  animal.  All  water 
receptacles  shall  be  kept  clean  and  sanitary. 

***  Water  buckets  for  the  pigs  had  algae  growth  visible.  Water  receptacles  need  to  be  kept  dean  to  provide  the  animals  with 
fresh  water.  This  needs  to  be  addressed  for  the  health  of  the  animals. 


3.131  ( a ) 

REPEAT  NCI 

3.131  ( c ) 

3.131  ( d ) 

SANITATION. 

(a)  Cleaning  of  enclosures.  Excreta  shall  be  removed  from  primary  endosures  as  often  as  necessary  to  prevent 
contamination  of  the  animals  contained  therein  and  to  minimize  disease  hazards  and  to  reduce  odors.  When  enclosures  are 
cleaned  by  hosing  or  flushing,  adequate  measures  shall  be  taken  to  protect  the  animals  confined  in  such  enclosures  from 
being  directly 

sprayed  with  the  stream  of  water  or  wetted  involuntarily. 

***  The  Binturong  endosures  are  in  need  of  deaning.  There  is  evidence  of  food  and  fecat  waste  throughout  the  endosures 
and  a strong  ammonia  odor.  In  addition,  the  structures  in  the  enclosures  are  dirty  and  need  to  be  cleaned.  These  endosures 
need  to  be  deaned  on  a more  frequent  basis  for  the  health  of  the  animals  and  to  minimize  disease  hazards. 

***  The  cavy.  bobcat  and  serval  endosures  are  also  in  need  of  cleaning  to  reduce  the  amount  of  waste  in  the  enclosure  and 
to  reduce  disease  hazards  and  strong  odors. 


(c)  Housekeeping.  Premises  (buildings  and  grounds)  shall  be  kept  clean  and  in  good  repair  in  order  to  protect  the  animals 
from  injury  and  to  facilitate  the  prescribed  husbandry  practices  set  forth  in  this  subpart.  Accumulations  of  trash  shall  be 
placed  in  designated  areas  and  deared  as  necessary  to  protect  the  health  of  the  animals. 

***  In  general  the  area  around  the  facility  is  still  duttered.  Areas  around,  underneath  and  on  top  of  many  enclosures  store 
empty  aquariums,  stacked  bedding,  boxes,  garbage  bags,  other  animals,  unused  crates  etc.  This  extensive  nature  of  clutter 
and  miscellaneous  items  throughout  the  facility  does  not  promote  good  housekeeping  practices  and  creates  areas  for 
vermin  and  pests.  These  areas  need  to  be  deaned  and  any  items  not  pertaining  to  the  direct  care  of  the  animals  needs  to  be 
moved. 
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Correct  by:  Aug  02,  2008 

(d)  Pest  control.  A safe  and  effective  program  for  the  control  of  insects,  ectoparasites,  and  avian  and  mammalian  pests  shall 
be  established  and  maintained. 

***  The  shelter  area  for  the  wallaby's  has  approximately  10-12  wasp  nests  up  in  the  rafters  of  the  shelter  area.  Methods  of 
pest  control  need  to  be  implemented  for  the  health  of  the  animals. 

Correct  by.  July  12, 2008 
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Customer  ID:  2088 
C artificate:  21  -B-0029 

Site:  002 

WOWEE 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-29-2008 

3.53  ( a K 1 ) 

PRIMARY  ENCLOSURES. 

(1)  Primary  enclosures  shall  be  structurally  sound  and  maintained  in  good  repair  to  protect  the  rabbits  from  injury,  to  contain 
them,  and  to  keep  predators  out. 

***  Two  rabbit  enclosures  inside  the  first  building  have  sections  of  the  base  that  is  rusted  and  deteriorated.  A metal  nest  box 
in  one  enclosure  also  has  areas  of  rust.  Rust  does  not  keep  the  enclosure  structurally  sound  and  sharp  edges  develop 
which  can  cause  potential  injury.  This  enclosures  need  to  be  addressed  for  the  safety  of  the  rabbits  and  to  facilitate  cleaning 
of  the  enclosure. 

Correct  by:  June  10,  2008 
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3.56  ( a X 1 ) 

3.56  < c ) 

SANITATION. 

(a)(1)  Primary  enclosures  shall  be  kept  reasonably  free  of  excreta,  hair,  cobwebs  and  other  debris  by  periodic  cleaning 
Measures  shall  be  taken  to  prevent  the  wetting  of  rabbits  in  such  enclosures  if  a washing  process  is  used. 

***  The  rabbit  enclosures  in  the  first  building  have  an  accumulation  of  feces  that  needs  to  be  addressed.  In  addition,  due  to 
the  rusting  of  the  wire  flooring  and  base,  these  enclosures  can  no  longer  be  adequately  sanitized.  This  needs  to  be 
addressed  for  the  health  of  the  rabbits  and  to  promote  good  housekeeping  practices. 

Correct  by:  June  03.  2008 

(c)  Housekeeping.  Premises  (buildings  and  grounds)  shall  be  kept  dean  and  in  good  repair  in  order  to  protect  the  animals 
from  injury  and  to  facilitate  the  prescribed  husbandry  practices  set  forth  in  this  subpart.  Premises  shall  remain  free  of 
accumulations  of  trash. 

The  area  around  Ihe  rabbits  has  a significant  amount  of  clutter  including  water  buckets,  empty  crates,  fencing,  aquariums 
etc.  This  amount  of  miscellaneous  items  creates  living  areas  for  vermin  and  does  not  facilitate  good  husbandry  practices. 
I lousekeeping  around  the  rabbits  needs  to  be  addressed  for  their  health  and  well  being. 

Correct  by:  June  10,  2008 
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3.75  ( e ) 

HOUSING  FACILITIES,  GENERAL. 

(e)  Storage.  Supplies  of  food  and  bedding  must  be  stored  in  a manner  that  protects  the  supplies  from  spoilage, 
contamination,  and  vermin  infestation.  The  supplies  must  be  stored  off  the  floor  and  away  from  the  walls,  to  allow  cleaning 
underneath  and  around  the  supplies.  Food  requiring  refrigeration  must  be  stored  accordingly,  and  all  food  must  be  stored  in 

manner  that  prevents  contamination  and  deterioration  of  its  nutritive  value  Only  tho  food  and  bedding  currently  being  used 
may  be  kept  in  animal  areas,  and  when  not  in  actual  use,  open  food  and  bedding  supplies  must  be  kept  in  leakproof 
containers  with  tightly  fitting  lids  to  prevent  spoilage  and  contamination  Substances  that  are  toxic  to  the  nonhuman  primates 
but  that  are  required  for  normal  husbandry  practices  must  not  be  stored  in  food  storage  and  preparation  areas  hut  may  he 
srcoxl  in  '.''hin-Ps  in  ’he  rminvtl  irons. 


1.  Beth  refrigerators  used  to  s'ore  ‘cod  items  for  the  non  human  primates  as  veil  as  other  species  are  duty  and  need  to  be 
cleaned,  it  is  important  to  keep  these  areas  clean  to  protect  the  Food  from  possible  contamination. 

2.  In  the  first  building  housing  two  Ring-tailed  lemurs,  there  are  open  supplies  of  fruit  and  vegetables.  A few  of  the  open 
boxes  of  fruits  are  rotting  and  leaking  through  the  boxes.  In  addition,  this  building  houses  free  roaming  cats  that  have  the 
potential  to  contaminate  the  food  and  bedding  supplies  and  adversely  affect  the  health  of  the  lemurs.  This  situation  needs  to 
be  addressed  for  the  health  of  the  animals. 

Correct  by:  June  10,  2008 


3.76  ( b ) 

INDOOR  HOUSING  FACILITIES. 

(bj  Ventilation.  Indoor  housing  facilities  must  be  sufficiently  ventilated  at  all  times  when  nonnuman  primates  are  present  io 
provide  for  their  health  and  well-being  and  to  minimize  odors,  drafts,  ammonia  levels,  and  moisture  condensation.  Ventilation 
must  be  provided  by  windows,  doors,  vents,  fans,  or  air  conditioning.  Auxiliary  ventilation,  such  as  fans,  blowers,  or  air 
conditioning,  must  be  provided  when  the  ambient  temperature  is  85  °F  (29.5  °C)  or  higher.  The  relative  humidity  maintained 
must  be  at  a level  that  ensures  the  heaiih  and  well-being  of  the  animals  housed,  as  directed  by  the  attending  veterinarian,  in 
accordance  with  generally  accepted  professional  and  husbandry  practices. 

***  Upon  walking  into  the  first  building  housing  lemurs,  bushbaby's  and  multiple  other  species,  the  inspector's  eyes  and 
nose  began  to  burn  from  the  concentration  odor  of  ammonia.  Most  of  the  enclosures  were  dirty  and  there  was  no  ventilation 
occuring  in  this  building.  An  employee  opened  a vent,  but  the  doors  cannot  be  left  open  to  facilitate  air  movement  due  to  free 
roaming  cats.  This  lack  of  ventilation  is  un  acceptable  and  needs  to  be  addressed  immeditaley  for  the  health  of  the  animals. 
Correct  Immediately 


3.84  ( a } 

3.84  { c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  enclosures.  Excreta  and  food  waste  must  be  removed  from  inside  each  indoor  primary  enclosure 
daily  and  from  underneath  them  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  feed  waste,  to 
prevent  the  nonhuman  primates  from  becoming  soiled,  and  to  reduce  disease  hazards,  insects,  pests,  and  odors. 
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ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 


Title:  ANIMAL  CARE  MAY-29-2008 

Received  By:  b6,  b7c 

Sally  Reeves  Date: 

Title:  OWNER  MAY-2S-2008 
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ABALLMORAWA 


United  States  Department  of  Agriculture 

Animal  and  Plant  Health  Inspection  Servl  „„  , 

^ 2088  oustjd 
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•"  The  bottom  wire  mesh  and  pan  mviarnoath  the  Cl  I anntosure  was  diily  with  an  accumulation  ot  faces  and  toad  wasto 
needs  to  bn  Jo;.iii..d  on  j muo  frequent  basis  foi  the  henlth  of  Ute  animals  and  to  induce  disease  iuuarrJs. 

'■  The  iorour  and  spidor  monkey  both  have  an  accumulation  of  tecos.  a strong  ammonia  odni  and  food  items  around  the 
enclosure  from  previous  feedings  'hot  need  to  ho  cleaned. 

Correct  by.  May  31. 2008 

(c)  Housekeeping  for  premises.  Premises  where  housing  facilities  are  located,  including  buildings  and  surrounding 
giounds,  must  be  kept  clean  and  in  good  iepdii  in  order  to  piotect  the  noithumaii  primates  lion)  mjoiy,  to  iaaiiLite  the 
husbandry  practices  required  in  this  subpart,  end  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents,  pests,  end 
vermin.  Premises  must  be  kept  free  of  accumulations  of  trash,  junk,  waste,  and  discarded  matter.  Weeds,  grass,  and 
bushes  must  be  controlled  so  as  to  facilitate  cleaning  of  the  premises  and  pest  control. 

In  general  the  areas  around  die  throe  species  of  non  human  primates  at  this  facility  aie  clultued.  Areas  aiound, 
underneath  and  on  top  of  the  enclosures  store  empty  aquariums,  stacked  bedding,  boxes,  garbage  bags,  other  animals,  an 
old  candy/toy  dispenser  etc.  This  extensive  nature  of  clutter  and  miscellaneous  items  throughout  the  facility  does  not  promote 
good  housekeeping  practices  and  creates  areas  for  vermin  and  pests.  These  areas  need  to  be  cleaned  and  any  items  not 
pertaining  to  the  direct  care  of  the  non  human  primates  needs  to  be  removed  from  the  area  for  the  health  of  the  animals. 

Correct  by.  June  10,  2008 


USDA 


3.125  ( a ) 

FACILITIES,  GENERAL. 

-AvfUC'Ui'.d  ~V3  fiO.Vty  V’.VV,  .. J .iv.vj  01  i-Ch  ir.Sieriui  .'iil'.i  01  VV.Ch  VW;'i JVj  ,.ppr  .1 

involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained  in  good  repair  to 
protect  the  animals  from  injury  and  to  contain  the  animals. 

”*  The  metal  grate  along  the  bottom  of  the  porcupine  enclosure  is  coming  up  into  the  enclosure  creating  sharp  protrusions 

into  the  enclosure.  This  is  a potential  hazard  to  the  porcupine  and  needs  to  be  addresed  for  the  safety  of  the  artima. 

Correct  by:  May  31 , 2008 


3.130 

WATERING. 

If  potable  water  is  not  accessible  to  the  animals  at  all  times,  it  must  be  provided  as  often  as  necessary  for  the  health  and 
comfort  of  the  animal  Frequency  of  watering  shall  consider  age,  species,  condition,  size,  and  type  of  the  animal.  All  water 
receptacles  shall  be  kept  clean  and  sanitary. 

***  Water  buckets  for  the  wallaby  and  pigs  had  algae  growth  visible.  Water  receptacles  need  to  be  kept  clean  to  provide  the 
animals  with  fresh  water.  This  needs  to  be  addressed  for  the  health  of  the  animals. 

Correct  by;  May  31. 2008 


3.131  ( a ) 


Prepared  By: 

Title: 
Received  By: 

Title: 


ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 
ANIMAL  CARE  INSPECTOR , Insp  3 

b6.  b7c 

Sally  Reeves 
OWNER 
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Date: 

MAY-29-2008 

Date: 

MAY-29-2008 


United  States  Department  of  Agriculture  asallmohawa 

Animal  and  Plant  Health  Inspection  Servif 

2088  custjd 

INSPECTION  REPORT)  J 1 ~UUb  337207  insp-id 

- 44258  sitejd 


SANITATION. 

1 .ij  Cleaning  * *F  enclosures.  Excrela  ‘'.h  ill  be  inmoved  from  unm  try  enok-Hiius  --is  if -mi  .is  'n*<»s>  iiy  to  nnsvetit 
contamination  of  the  animals  contained  therein  and  to  minimize  disease  hazards  and  to  reduce  odors.  When  enclosures  are 
'■monod  by  hnsinq  nr  flushing,  rxlennato  measures  shall  be  taken  to  protect  the  animals  confined  in  such  enclosures  from 
being  directly  sprayed  with  the  stream  of  water  or  'wotted  involuntarily. 

I.  The  BiutUiony  enclosures  ao  in  need  of  dunning.  There  is  evidence  of  food  and  fecal  'waste  ihrouglmnt  ii;<;  nnnlosuios 
and  a strong  ammonia  odor.  In  addition,  the  structures  in  the  enclosures  are  dirty  and  need  to  be  cleaned.  These  enclosures 
i Hi'c’J  io  be  1 leaned  on  d more  ii,,,t'.ieot  bnois  ior  die  ttddilh  ui  mo  diiiOirils  end  to  imitiiittze  ui.-ea Ih^jikIs. 

2 I he  navy,  bobcat  arid  serval  enclosures  ate  also  in  treed  of  cleaning  lo  reduce  the  amount  ot  waste  in  the  enclosure  and  tit 
reduce  disease  hazards  and  strong  odors.  Tho  serval  structures  are  soaked  with  urine  and  are  no  longer  able  to  be 
effectively  sanitized. 

3 The  ferret  enclosure  in  the  first  building  is  in  need  of  cleaning.  There  is  an  accumulation  of  feces  on  both  levels  that  needs 
to  be  removed. 

Correct  by:  May  31, 2008 


USDA 


Prepared  By:  (jhd.Vc^XL  Q 1(Y\0OjiX'a 

ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 

Title:  ANIMAL  CARE  INSPECTOR , Insnector  ID:  1075 

Received  By:  b6,  b7c 

Sally  Reeves 
Title:  OWNER 


Insnector  IDM 075 

b6,  b7c 


Date: 

MAY-29-2008 

Date: 

MAY-29-2008 
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United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Servii 

^ 2088  custjd 
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■ 5705  site  id 


SALLY  REAVES 
KRITTER  KORNER  PET  SHOP 


P.O.  BOX  242 
PALMYRA,  NY  14522 


3.50  ( a ) 

FACILITIES,  GENERAL. 

(a)  Structural  strength.  Indoor  and  outdoor  housing  facilities  for  rabbits  shall  be  structurally  sound  and  shall  be  maintained  in 
good  repair,  to  protect  the  animals  from  injury,  to  contain  the  animals,  and  to  restrict  the  entrance  of  other  animals. 

***  The  enclosure  housing  the  rabbits  is  in  disrepair.  There  is  paint  chipping  off  the  metal  wires  and  rust  is  developing 
underneath.  There  is  a potential  for  the  rabbits  to  ingest  the  peeling  paint  and  the  rust  does  not  allow  the  enclosure  to  be 
sanitized.  This  enclosure  needs  to  be  addressed  for  the  health  of  the  rabbit. 

Correct  by:  June  20,  2008 


Customer  ID:  2088 
Certificate:  21-B-0029 

Site:  001 

KRITTER  KORNER  PET  SHOP 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-29-2008 


USDA 


Prepared  By:  Qx  W/ 'iaXJJL  hzxjj  s 

ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 


Received  By: 

b6,  b7c 


Date: 
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Title: 


Pa-^e  i of  l 


Date: 
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SALLY  REAVES  Customer  ID;  2088 

KRITTER  KORNER  PET  SHOP  Certificate:  21-B-0029 


P.O.  BOX  242 
PALMYRA,  NY  14522 


Site;  001 

KRITTER  KORNER  PET  SHOP 

Inspection 

Type;  ROUTINE  INSPECTION 
Date:  DEC-18-2007 


2.76  ( a X 1 ) 

2.76  ( a X 2 ) 

RECORDS:  OPERATORS  OF  AUCTION  SALES  AND  BROKERS. 

Every  operator  of  an  auction  sale  or  broker  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly 
disclose  the  following  information  concerning  each  animal  consigned  for  auction  or  sold,  whether  or  not  a fee  or  commission 
is  charged: 

(1)  The  name  and  address  of  the  person  who  owned  or  consigned  the  animal(s)  for  sale. 

***  Currently  there  are  several  species  of  small  exotic  mammals  in  the  facility  such  as  degus,  short-  tailed  opossums  and 
hedgehogs.  There  is  no  documentation  of  where  these  animals  originated  from.  This  is  an  important  part  of  the 
recordkeeping  process  and  per  this  regulation  needs  to  be  accurately  maintained. 

Correct  Immediately 

(2)  The  name  and  address  of  the  buyer  or  consignee  who  received  the  animal. 

***  Currently  the  facility  is  not  recording  the  required  information  per  this  regulation  and  documenting  the  animal's  final 
disposition.  This  information  is  an  important  part  of  the  recordkeeping  requirements  and  needs  to  be  maintained  accurately 
and  in  a timely  manner. 

Correct  Immediately 


Prepared  By: 

Title: 
Received  By: 

Title: 


1 W XVrtX-OQ 

ANDREA  BALL-MORAWA,  A C I , USDA,  APHIS,  Animal  Care 
ANIMAL  CARE  INSPECTOR . inspector  ID:  1075 
b6,  b7c 

Sally  Reavesf 
OWNER 
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Date: 

DEC-18-2007 

Date: 

DEC-18-2007 


JBALTKUSH 
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EDWARD  NOVACK 
ED  NOVACK  ANIMAL  EXCHANGE 


204  KREtG  RD 
CAIRO,  NY  12413 


United  States  Department  Of  Agriculture 

Animal  and  Plant  Health  Inspection  ServK  , 

, ( 2089  CUSt_ld 

■INSPECTION  REPORT)  1,1 11  1 4 Z003sii5i  inspjd 

— — 5702  site  id 


Customer  ID:  2089 
Certificate:  21  -B-0033 

Site:  001 

ED  NOVACK  ANIMAL  EXCHANGE 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUN-30-2008 


No  regulated  animals  on  the  premiss  at  time  of  this  inspection. 


Tithtf 
Received  By:. 


b6,  b7c 


IIS,  Animal  Care 
■r  ID:  1011 


Date: 

JUN-30-2008 


Title:  6WNER 
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Date: 

JUN-30-2008 


USDA 


United  States  Department  of  Agriculture  mhulhowwa 

Animal  and  Plant  Health  Inspection  Service  i „ . . . 

2090  custjd 

INSPECTION  REPORT  MAY  * ° inspjd 

- - 5703  sitejd 


DAVID  FRANCO  Customer  ID:  2090 

ADD  AQUATICS  Certificate:  21  -B-0047 


121  LINCOLN  AVENUE 
ROCHESTER,  NY  146112444 


Site:  001 

A.D.D.  AQUATICS 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-23-2008 


No  non  compliant  items  observed  at  the  time  of  the  inspection. 


Prepared  By: 

Title: 
Received  By: 


Qrc^^^tiyVrfZiljJc^  

SDA,  APHIS,  Animal  Care 
b6,  b7c  stor  ID:  1075 

David  Franco 


Title:  OWNER 


Date: 

MAY-23-2008 

Date: 

MAY-23-2008 
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PET  DEN 

6230  JERICHO  TURNPIKE 
COMMACK  NY  11725 


Customer  ID:  2092 
Certificate:  21-B-0052 

Site:  t 

THE  PET  DEN 
Inspection 

Type:  Routine 
Date:  3 October  2008 


Item  Housekeeping  3.31  b 

Premises  shall  be  kept  clean  and  in  good  repair  to  facilitate  good  husbandry  practices. 

The  back  holding  area  as  accumulated  debris  of  spilled  food  and  and  bedding  that  needs  to  be  cleaned. 
Facility  needs  to  clean  area  to  facilitate  good  husbandry  practices. 

Correct  by  close  of  business  10/3/08 


Item  Primary  enclosures  3.28  a 

Primary  enclosures  shall  be  structurally  sound  and  maintained  in  good  repair  to  protect  the  animals  from  injury 
At  the  time  of  inspection  glass  hamster  cage  was  cracked  and  needs  to  be  replaced. 

Facility  needs  to  replace  hamster  cage 

Correct  by  close  of  business  1 0/3/08 


Item  Facilities  General  3.125  a 

Indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  maintained  in  good  repair 

At  the  time  of  inspection  chinchilla  cage  had  a worn  wooden  box  with  sharp  edges  that  needed  to  be  replaced 

Facility  removed  worn  box  at  the  time  of  inspection. 

Corrected  at  time  of  inspection 


Prepared  By: 

Titter 
Received  By: 
Title: 


/ JOHN  LOPINTO,  USDA,  APHIS,  Animal  Care 


VM^nspector|DMW& 

b6,  b7c 

DENNIS  BORGESE  ^ 
OWNER 


Date:  3-OCT-08 


Date:  3-OCT-08 
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USDA 


( 

United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

(Inspection  report) 


cust  id 


11-0- H insp-id 

site  id 


Inventory 
80  gerbils 
8 chinchillas 
11  hamsters 
34  guinea  pigs 
10  spiny  mice 
10  degus 
16  rabbits 

1 ferret 

2 hedge  hogs 


Prepared  By: 


/'JOHN  LOPINTO,  USDA,  APHIS,  Animal  Care 
Title;/  VMO  inspector  ID:  1008 


Received  By: 
Title: 


b6,  b7c 

DENNIS  BORGE^© 
OWNER 


Date:  3-OCT-08 


Date:  3-OCT-08 
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FACILITY LIC/REG  U DATE. 


oTiy 


ANIMAL  TYPE 


None 


Adult  Dog  


Puppy 


Adult  Cat 


Kitten 


Guinea  Pig 


Hamster 


Rabbit 


Group  l Nonhuman  PrimatefMarmoset,  Tamarin)  


Group  2 Nonhuman  Primate(Capuchin,  Squirrel  Monkey) 


Group  3 Nonhuman  Primate(Macaque,  African  Species) 


Group  4 Nonhuman  PrimateiMale  Macaque,  Large  African  Species) 


Group  5 Nonhuman  PrimatefBaboon)  


Group  6 Nonhuman  Primate*  Ore  at  Ape) 


Group  lCetacean(Bcluga  Whale,  Killer  Whale,  Botticnosc  Dolphin) 


Group  2 Cetacean(Common  dolphin.  White  Sided  Dolphin) 


Group  !Pinniped(Fur  Seal,  Walrus,  Harbor  Seal,  Sea  Lion) 


Group  2Pinniped(Bearded  Seal,  Ringed  Seal,  Hooded  Seal) 


Polar  Bear 


Sea  Otter 


Siren  ian 


# INSPECTED 


\E£®3E23E23£5\ 


Elephant 


Large  Wild/Exotic  Felid(Lion,  Tiger,  Leopard,  Cheetah,  Mountain  Lion) 


Small  Wild/Exotic  FelidfBobcat,  Lynx,  Ocelot,  Caracul) 


Large  Wild/Exotic  CanidfWolf) 


Small  Wild/Exotic  Canid(Fox,  Jackal,  Dingo,  Coyote,  Hyena} 


Pocket  PefrHedgehog,  Sugar  Glider) 


Wild/Exotic  Hoofed  Animal(Tapir,  Rhino,  Hippo,  Giraffe,  Antelope) 


Wild/Exotic  Other  AnimalQCangaroo,  Opossum,  Bat,  Porcupine,  Weasel) 


Farm  Animal 


Total  # of  animals 


DATA  FOR  GPRA  and  RBIS 


Section  Number  (Exactly  as  entered  on  Inspection  Report) 


#of 

Animals 

Affected 


NCI  Seven 


(Critical,  Direct  or  (Low,  Medium,  or 
Indirect)  High  Risk) 


Repeat 
NCI? 
(X  = yes) 


US  DA 


PET  DEN  Inc 


6230  JERICHO  TURNPIKE 
COMMACK,  NY  11725 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

INSPECTION  REPORT) 


■—'2  0 2008 


JLOPINTO 

2092  custjd 
362042  Inspjd 
5700  site  id 


Customer  ID:  2092 
Certificate:  21-B-0052 

Site:  001 

THE  PET  DEN  INC 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FES-13-2008 


3.28  ( c X 1 X Hi ) 

PRIMARY  ENCLOSURES. 

Item  Space  Requirements  3.28  c 1 iii 

Each  guinea  pig  shall  be  provided  a minimum  amount  of  floor  space  for  a guinea  pig  greater  than  350  grams  a minimum  of 
101  sq  in  is  required 

At  the  time  of  inspection  3 guinea  pig  cages  measured  25  by  16  in  for  a total  of  400  sq  In.  Each  cage  had  5 guinea  pig  which 
exceeds  the  space  requirement  for  this  cage 

Facility  needs  to  reduce  the  number  of  guinea  pigs  per  cage  in  order  to  achieve  space  requirements 
Facility  reduced  the  number  of  animals  in  the  cages  before  the  end  of  inspection 

Corrected  at  time  of  inspection 


341  ( b ) 

HANDLING. 

Handling  3.41  b 

Care  shall  be  exercised  to  avoid  handling  of  the  primary  enclosure  in  such  a manner  that  may  cause  physical  or  emotional 
trauma. 

At  the  time  of  inspection  1 hamster  cage  with  4 hamsters  were  positioned  next  to  a snake.  This  is  a predator  prey  situation 

causing  possible  distess 

Facility  needs  to  remove  one  of  the  cages. 

Facility  removed  the  snake  away  from  the  hamsters 

Corrected  at  time  of  inspection 


Prepared  By: 

Title: 
Received  By 


JOHN  LOPINTO,  D S/M  , USDA,  APHIS,  Animal  Care 
VFTFR1NARY  MFD1CAI  OFFIOFR  , inspector  !D:  1008 

b6,  b7c 


Dennis  Borgese 
Title:  OWNER 


Date: 

FEB-13-2008 

Date: 

FEB-13-2008 
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United  States  Department  of  Agriculture 
Animal  and  Plant  Health  inspection  Service  1 

INSPECTION  REPORT! 


SSOS  BAUM 

1920  custjd 
238619  inspjd 
5706  sitejd 


HENRY  MOAK 
TOWN  & COUNTRY  AUCTION  SERVIC 


457  ROUTE  32N 
SCHUYLERVILLE,  NY  12871 


Customer  ID:  1920 
Certificate:  21-B-0094 

Site:  001 

TOWN  & COUNTRY  AUCTION 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-28-2008 


No  noncompliances  were  identified  at  the  time  of  this  inspection. 


Prepared  By: 

Title: 
Received  By: 


STEVEN  NUSBAUM.  D V M , USDA,  APHIS,  Animal  Care 
VETERINARY  MEDICAL  OFFICER . Inspector  ID:  1068 


b6,  b7c 

Sharon  Simmons  ' 


Date: 

AUG-28-2008 


Date: 

AUG-28-2008 


Title: 
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United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

(inspection  report) 


DF.C  0 1 ?m 

cust_id 
insp_id 
site  id 


ANGIE  BERCHIELLI 

ST.  HUBERTUS  OUTDOOR  ENT. 

3861  SR  85 

WESTERLO,  NY  12183 


Customer  ID:  7973 
Certificate:  21-B-0102 

Site:  COt 

ST  HUBERTUS  OUTDOOR 

ENTERPRISE 

Inspection 

Type:  Routine 
Date:  20  November  2008 


No  noncompliances  were  identified  at  the  time  of  this  inspection. 


Prepared  By: 

Title: 
Received  By: 
Title: 


STEVEN  NUSBAUM,  USDA,  APHIS,  Animal  Care 
DVM  Inspector  ID:  1068V 

b6,  b7c 

ANGIE  BERCHIELLI 
OWNER 


Date:  20-NOV-08 


Date:  20  NOV-08 
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United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


cust  id 


USDA 


(inspection  report) 


insp_id 
site  id 


ANGIE  BERCHIELLI 

ST.  HUBERTUS  OUTDOOR  ENT 

3861  SR  85 

WESTERLO,  NY  12193 


Customer  ID:  7973 
Certificate:  21-B-0102 

Site:  001 

ST.  HUBERTUS  OUTDOOR 

ENTERPRISE 

Inspection 

Type:  Attempted  Inspection 
Date:  13  November  2008 


2.126(a) 

ACCESS  AND  INSPECTION  OF  RECORDS  AND  PROPERTY 

Each  dealer,  exhibitor  shall,  during  business  hours  allow  APHIS  officials  to  enter  his/her  place  of  business  and  inspect 
facilities,  property,  and  animals,  and  to  examine  records  as  necessary  to  enforce  provisions  of  the  Animal  Welfare  Act 
regulations  and  standards. 

Routine  inspections  are  important  to  ensure  the  health  and  well-being  of  the  animals. 

1)  On  Thursday  11/13/08,  between  9:45am  and  10:15am,  neither  the  Licensee  nor  another  responsible  person  was 
available  to  conduct  an  animal  welfare  inspection.  This  was  the  first  attempted  inspection. 

Correct  upon  receipt  of  this  report. 


Please  advise  this  inspector  of  your  hours  of  availability  by  calling  (301)  526-1615  and  leaving  a message. 


Prepared  By: 
Title: 


STEVEN  NUSBAUM,  USDA,  APHIS,  Animal  Care 
DVM  Inspector  ID:  loss 


Received  By: 

ANGIE  BERCHIELLI 
Title:  OWNER  (BY  FIRST  CLASS  MAIL) 


Date:  13-NOV-08 


Date:  13-NOV-08 


USDA 


United  States  Department  of  Agriculture 
Animat  and  Plant  Health  Inspection  Servi 

INSPECTION  REPORT) 
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BARBARA  & JAMES  BOWMAN  Customer  10:  2487 

LAKE  IMMUNOGENICS  Certificate:  21  -B-01 31 


348  BERG  ROAD 
ONTARIO,  NY  14519 


Site:  001 

BOWMAN,  BARBARA  & JAMES 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-09-2008 


No  noncompliances  were  identified  at  the  time  of  this  inspection. 
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Customer  ID:  21709 
Certificate:  21  -B-01 32 


Site:  001 

KOMODO  REPTILES 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-01-2008 


No  non-compliant  items  identified  on  this  inspection. 


NOTE:  Previously  documented  non-compliant  items  have  been  corrected. 
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DANIEL  AND  ROBIN  SWARTZ 
SWARTZ  FAMILY  SHEEP  FARM 

1696  NESBIT  RD 
ATTICA,  NY  14011 


Customer  ID;  18942 
Certificate:  21-B-0140 

Site:  001 

SWARTZ  FAMILY  SHEEP  FARM 
inspection 

Type:  Routine 
Date:  3 November  2008 


Attending  veterinarian  and  adequate  veterinary  care  (dealers  and  exhibitors). 

2,40  (b)(2)  The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the 
availability  of  emergency,  weekend,  and  holiday  care. 


***  A few  of  the  sheep  have  overgrown  hooves  that  need  to  be  trimmed.  If  the  hooves  grow  too  long,  it  can  affect  how  the 
sheep  walk.  Routine  care  of  the  hocf  is  needed  for  the  health  of  the  animats. 


Correct  by:  Nov  15,  2008 


Facilities  General 

3.125(a)  Structural  strength.  The  facility  must  be  constructed  of  such  material  and  of  such  strength  as  appropriate  for  the 
animals  involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained  in  good 
repair  to  protect  the  animals  from  injury  and  to  contain  the  animals. 

Mk  There  is  a hole  in  the  roof  and  when  there  is  inclement  weather,  there  is  an  accumulation  of  water  in  the  bam  that  is 
not  able  to  drain  properly.  This  needs  to  be  addressed  to  keep  the  bam  in  good  repair  and  for  the  health  of  the  animals. 

Correct  by:  Nov  25. 2008 


3.125(d)  Waste  disposal.  Provision  shall  be  made  for  the  removal  and  disposal  of  animal  and  food  wastes,  bedding,  dead 
animals,  trash  and  debris.  Disposal  facilities  shall  be  so  provided  and  operated  as  to  minimize  vermin  infestation,  odors, 
and  disease  hazards.  The  disposal  facilities  and  any  disposal  of  animal  and  food  wastes,  bedding,  dead  animals,  trash, 
and  debris  shall  comply  with  applicable  Federal,  State,  and  local  laws  and  regulations  relating  to  pollution  control  or  the 
protection  of  the  environment 

***  Throughout  die  bam,  there  were  several  dead  sheep.  One  of  the  sheep  had  reportedly  died  a few  days  ago.  Per  this 
regulation  and  for  the  health  of  the  remaining  sheep,  dead  animals  need  to  be  removed  in  a timely  manner  and  disposed 
of  properly. 

Correct  Immediately 
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6 S PETS 
PAMPERED  PETS 


Customer  ID:  30583 
Certificate:  21-B-0142 


40  CATHERWOOD  RD 
ITHACA,  NY  148S0 


Site:  ooi 

PAMPERED  PETS 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-31 -2008 


No  non  compliant  items  observed  during  this  inspection 
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SCOTT  OECHSLE 
CAPTIVE  LIFE  FORMS 

34  DOWNS  MEADOW  CT 
HAMLIN,  NY  14464 


Customer  ID:  16473 
Certificate:  21-B-0143 

Site:  001 

CAPTIVE  LIFE  FORMS 
Inspection 

Type:  Routine 
Date:  24  November  2008 


No  non  compliant  items  observed  during  this  inspection. 


This  is  a new  site  location,  and  is  approved  for  regulated  activity. 
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SCOTT  OECHSLE 
CAPTIVE  LIFE  FORMS 


Customer  ID:  16473 
Certificate:  21  -B-0143 


34  DOWNS  MEADOW  CT 
HAMLIN,  NY  14464 


Site:  001 

CAPTIVE  LIFE  FORMS 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-09-2008 


2.78  ( a ) REPEAT  NCI 

RECORDS:  OPERATORS  OF  AUCTION  SALES  AND  BROKERS. 

(a)  Every  operator  of  an  auction  sale  or  broker  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly 
disclose  the  following  information  concerning  each  animal  consigned  for  auction  or  sold,  whether  or  not  a fee  or  commission 
is  charged:  (1)  The  name  and  address  of  the  person  who  owned  or  consigned  the  animal(s)  for  sale;  (2)  The  name  and 
address  of  the  buyer  or  consignee  who  received  the  animal;  (3)  The  USDA  license  or  registration  number  of  the  person(s) 
selling,  consigning,  buying,  or  receiving  the  animals  if  he  or  she  is  licensed  or  registered  under  the  Act;  (4)  The  vehicle 
license  number  and  State,  and  the  driver’s  license  number  (or  photographic  identification  card  for  nondrivers  issued  by  a 
State)  and  State  of  the  person,  if  he  or  she  is  not  licensed  or  registered  under  the  Act,  (5)  The  date  of  the  consignment;  (6) 
The  official  USDA  tag  number  or  tattoo  assigned  to  the  animal  under  Secs.  2.50  and  2.54;  (7)  A description  of  the  animal 
which  shall  include:  (i)  The  species  and  breed  or  type  of  animal;  (ii)  The  sex  of  the  animal;  and  (iii)  The  date  of  birth  or 
approximate  age;  and  (iv)  The  color  and  any  distinctive  markings; 

i f EAl  Mv.quiiailhJtl  , ..Ct.iiC  . , ijl  Le  Vi’u.u  IU>'  eve  SUq.il  .i»K<  lih  JO  i lUi;  J >: IV, Jo  i. r ' ,.u  ^ ;•,]  : , ‘ 

store. 

***  There  are  no  acquisition  records  available  for  the  8 sugar  gliders  that  are  being  recorded  as 

sold.  In  addition  the  sales  records  do  not  adequately  describe  the  animals  that  were  sold  including  sex  of  animal. 

Record  need  to  be  maintained  by  the  facility  and  document  accurate  information  regarding  the  acquisition  and  disposition  of 
animals  at  the  store. 


This  is  an  amended  report  and  replaces  the  inspection  report  dated  02  Jan  08. 
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2.50  ( e K 1 ) 

TIME  AND  METHOD  OF  IDENTIFICATION. 

(e)(1)  All  animals,  except  dogs  and  cats,  delivered  for  transportation,  transported,  purchased,  sold,  or  otherwise  acquired  or 
disposed  of  by  any  dealer  or  exhibitor  shall  be  identified  by  the  dealer  or  exhibitor  at  the  time  of  delivery  for  transportation, 
purchase,  sale,  acquisition  or  disposal,  as  provided  for  in  this  paragraph  and  in  records  maintained  as  required  in  Secs. 
2.75  and  2.77. 

***  The  five  sugar  gliders  and  three  hedgehogs  currently  in  the  store  have  no  identification  number  assigned  to  them.  This 
needs  to  be  addressed  for  recordkeeping  purposes. 

Correct  Immediately 


2.76  ( a ) REPEAT  NCI 

RECORDS:  OPERATORS  OF  AUCTION  SALES  AND  BROKERS. 

Every  operator  of  an  auction  sale  or  broker  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose 
the  following  information  concerning  each  animal  consigned  for  auction  or  sold,  whether  or  not  a fee  or  commission  is 
charged:  (1)  The  name  and  address  of  the  person  who  owned  or  consigned  the  animal(s)  for  sale;  (3)  The  USDA  license  or 
registration  number  of  the  person(s)  selling,  consigning,  buying,  or  receiving  the  animals  if  he  or  she  is  licensed  or 
registered  under  the  Act;  (4)  The  vehicle  license  number  and  State,  and  the  driver’s  license  number  (or  photographic 
identification  card  for  nondrivers  issued  by  a State)  and  State  of  the  person,  if  he  or  she  is  not  licensed  or  registered  under 
the  Act;  (5)  The  date  of  the  consignment;  (6)  The  official  USDA  tag  number  or  tattoo  assigned  to  the  animal  under  Secs,  2.50 
and  2.54;  (7)  A description  of  the  animal  including:  species  and  breed  or  type  of  animal;  sex  of  the  animal;  and  date  of  birth  or 
approximate  age;  and  the  color  and  any  distinctive  markings;  (8)  The  auction  sales  number  or  records  number  assigned  to 
the  animal. 

***Repeat***  Acquisition  records  could  not  be  located  for  the  five  sugar  gliders  and  three  hedgehogs  that  are  for  sale  in  the 
store.  In  addition  no  identification  numbers  have  been  assigned  to  these  animals. 

1.  On  27  April  07,  four  hedgehogs  came  into  the  store  through  another  USDA  license  holder  31A0078.  There  are  no  records 
describing  the  animals  through  species,  sex  and  identification  number.  Subsequently  records  on  05/12/07,  05/20/07, 
05/31/07,  06/06/07  and  06/  /Q7  indicate  who  the  animal  was  sold  to  but  not  all  information  is  available  including  id  number  or 
sex  of  animal.  The  current  method  of  record  keeping  does  not  accurately  maintain  the  required  information  per  this 
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2 There  are  no  acquisition  records  available  for  the  8 sugar  gliders  that  are  being  recorded  as  sold.  In  addition  the  sales 
records  do  not  adequately  describe  the  animals  that  were  sold  and  none  of  the  animals  sold  had  identification  numbers. 


Record  need  to  be  maintained  by  the  facility  and  document  accurate  information  regarding  the  acquisition  and  disposition  of 
•animals  at  the  store. 
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CURTIS  & JOLENE  MARTIN 

4520  ROUTE  89 
SENECA  FALLS,  NY  13148 


Customer  ID:  32693 
Certificate:  21-B-0147 

Site:  001 

MARTIN  JOLENE 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-02-2008 


2.40  ( b X 2 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

The  use  of  appropriate  methods  to  prevent,  control,  diagnose,  and  treat  diseases  and  injuries,  and  the  availability  of 
emergency,  weekend,  and  holiday  care. 

”*  One  dog  was  continuously  scratching  at  its  right  ear.  Upon  closer  inspection,  the  ear  dirty  with  the  possibility  of  ear  mites. 
This  dog  needs  to  be  treated  accordingly. 

Correct  Immediately 


2.130 

MINIMUM  AGE  REQUIREMENTS. 

No  dog  or  cat  shall  be  delivered  by  any  person  to  any  carrier  or  intermediate  handler  for  transportation,  in  commerce,  or  shall 
be  transported  in  commerce  by  any  person,  except  to  a registered  research  facility,  unless  such  dog  or  cat  is  at  least  eight  (8) 
weeks  of  age  and  has  been  weaned. 

***  According  to  disposition  records,  six  puppies  were  transported  two-five  days  prior  to  being  eight  weeks  of  age.  Per  this 
regulation  and  for  the  health  of  the  puppies,  they  must  not  be  transported  until  they  are  eight  weeks  of  age. 

Correct  Immediately 


3.1 

HOUSING  FACILITIES,  GENERAL. 

(a)  Structure;  construction.  Housing  facilities  for  dogs  and  cats  must  be  designed  and  constructed  so  that  they  are  structurally 
sound.  They  must  be  kept  in  good  repair,  and  they  must  protect  the  animals  from  injury,  contain  the  animals  securely,  and 
restrict  other  animals  from  entering. 

***  Two  whelping  enclosures  have  door  openings  between  the  wire  mesh  and  whelping  box  that  are  chewed  with  rough 
edges.  These  openings  need  to  be  addressed  to  keep  the  enclosures  in  good  repair  and  for  the  safety  of  the  dogs. 

Correct  by:  July  15,  2008 
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***  One  primary  endosure  has  a gap  between  the  feeder  and  the  wire  mesh  that  allows  a dog  to  get  its  head  and  legs 
through.  This  opening  needs  to  be  addressed  so  the  endosure  is  safe  and  adequately  contain  the  dogs. 

Correct  by:  July  4,  2008 


3.11  ( a ) 

3.11  ( c ) 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

(a)  Cleaning  of  primary  endosures.  Excreta  and  food  waste  must  be  removed  from  primary  enclosures  daily,  and  from  under 
primary  endosures  as  often  as  necessary  to  prevent  an  excessive  accumulation  of  feces  and  food  waste,  to  prevent  soiling 
of  the  dogs  or  cats  contained  in  the  primary  enclosures,  and  to  reduce  disease  hazards,  insects,  pests  and  odors. 

***  The  enclosures  housing  large  breed  dogs  has  more  than  a days'  accumulation  of  feces.  Per  this  regulation  and  to 
prevent  the  dogs  from  being  soiled,  these  endosures  need  to  be  spot  cleaned  and  feces  removed  daily. 

Correct  by:  July  3, 2008 

c)  Housekeeping  for  premises.  Premises  where  housing  fadlities  are  located,  induding  buildings  and  surrounding  grounds, 
must  be  kept  dean  and  in  good  repair  to  protect  the  animals  from  injury,  to  fadlitate  the  husbandry  practices  required  in  this 
subpart,  and  to  reduce  or  eliminate  breeding  and  living  areas  for  rodents  and  other  pests  and  vermin.  Premises  must  be 
kept  free  of  accumulations  of  trash,  junk,  waste  products,  and  discarded  matter.  Weeds,  grasses,  and  bushes  must  be 
controlled  so  as  to  fadlitate  cleaning  of  the  premises  and  pest  control,  and  to  protect  the  health  and  well-being  of  the 
animals. 

***  Due  to  the  amount  of  items  in  the  food  storage  area  (crates  with  shredded  paper,  rabbit  hutch,  box  with  miscellaneous 
items,  recyde  container  with  wet  dog  food  cans)  there  is  a pest  problem  that  needs  to  be  addressed.  There  was  a pest  odor 
upon  entering  and  visible  evidence  of  pests  running  along  foe  wall  and  through  a stacked  wire  mesh  crate.  This  area  need  to 
be  addressed  to  reduce  living  areas  for  pests  and  proted  the  food  supplies. 

***  The  puppy  room  adjacent  to  the  food  storage  area  needs  to  be  swept  and  cleaned.  The  trash  container  is  foil  and  there 
were  trash  and  recyde  items  out  that  needed  to  be  disposed  of.  Due  to  pest  issues  in  the  adjacent  area,  this  room  needs  to 
be  addressed  daily  to  reduce  living  areas  and  issues  with  pests. 

***  Throughout  the  kennel,  there  is  a lot  of  dust  and  hair  that  needs  to  be  swept  and  deaned.  in  addition,  there  is  an 
accumulation  of  shavings  between  the  large  breed  enclosures  and  the  wall  that  needs  to  be  deaned  and  removed  on  a 
frequent  basis. 

Correct  by:  July  7, 2008 
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Customer  ID:  32693 
Certificate:  21  -B-01 47 

Site:  ooi 

MARTIN  JOLENE 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAR-03-2008 


2.40  ( b M 3 ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Daily  observation  of  all  animals  to  assess  their  health  and  well-being. 

***  A few  dogs  are  matted  and  have  long  nails.  These  dogs  need  to  be  groomed  and  have  their  nails  trimmed  on  a regular 
basis.  Once  the  fur  becomes  matted,  it  pulls  and  separates  from  the  skin  leaving  the  animal  exposed  to  the  elements.  Long 
nails  pose  a potential  hazard  if  they  grow  too  long  and  can  potentially  get  caught  in  the  wire  mesh  or  grow  under  into  the  foot 
pad.  This  needs  to  be  addressed  for  the  welfare  of  the  dogs. 

Correct  by:  March  31 , 2008 


3.6  ( a K 1 ) 

PRIMARY  ENCLOSURES. 

Primary  enclosures  must  be  designed  and  constructed  of  suitable  materials  so  that  they  are  structurally  sound.  The  primary 
enclosures  must  be  kept  in  good  repair. 

**  One  whelping  box  has  a small  hole  in  the  floor  that  needs  to  be  addressed  to  keep  the  enclosure  in  good  repair.  Another 
whelping  box  is  showing  signs  of  wear  around  the  opening  to  the  wire  mesh  section  of  the  enclosure.  The  opening  is 
chewed  potentially  creating  sharp  edges.  This  area  also  needs  to  be  addressed  to  keep  the  enclosure  in  good  repair. 

Correct  by:  March  31 , 2008 
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240  ( b ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBrTORS). 

Item  Veterinary  care  2.40  b 

Each  exhibitor  or  dealer  shall  establish  and  maintain  a program  of  adequate  veterinary  care. 

In  reviewing  the  program  of  veterinary  care  for  this  facility  the  method  of  euthansia  for  small  rodents  is  described  only  as 

appropriate.  There  is  no  specific  method  or  route  of  administration  indicated 

The  methods  of  euthansia  must  be  described  completely  to  insure  proper  veterinary  care. 

Correct  by  6/27/08 


3.1  (a) 

HOUSING  FACILITIES,  GENERAL. 

Item  Housing  Facilities  general  3.25  a 

Housing  facilities  for  dogs  must  be  structurally  sound  and  be  kept  m good  repair 

Door  frames  for  the  4 canine  holding  rooms  have  gaps  and  needs  to  be  compleily  framed  and  covered. 

Facility  needs  to  repair  door  frames. 

Correct  by  7/10/08 


3.25  ( a ) 

FACILITIES,  GENERAL. 

Item  Facilities  general  3.25  a 

Indoor  and  outdoor  housing  facilities  for  hamsters  must  be  structurally  sound  and  maintained  in  good  repair. 
Two  of  the  wooden  enclosures  for  the  hamsters  are  worn  and  need  to  be  repaired/replaced. 

Facility  needs  to  repair/replace  enclosures. 

Correct  by  6/30/08 
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2.126  Access  and  inspection  of  records  and  property. 


(a)  Each  dealer,  exhibitor,  intermediate  handler,  or  carrier,  shall,  during  business  hours,  allow  APHIS  officials: 

(1)  To  enter  its  place  of  business; 

(2)  To  examine  records  required  to  be  kept  by  the  Act  and  the  regulations  in  this  part; 

(3)  To  make  copies  of  the  records; 

(4)  To  inspect  and  photograph  the  facilities,  property  and  animals,  as  the  APHIS  officials  consider  necessary  to  enforce 
the  provisions  of  the  Act,  the  regulations  and  the  standards  in  this  subchapter;  and 

(5)  To  document,  by  the  taking  of  photographs  and  other  means,  conditions  and  areas  of  noncompliance. 

***  This  facility  could  not  be  Inspected  because  no  one  was  available  for  the  inspection  process.  In  addition,  there  was  a 
sign  on  the  door  stating  at  the  facility  was  not  longer  acting  in  the  retail  capacity  and  would  not  be  selling  or  exhibiting  any 
more  exotic  animals.  I also  received  an  e-mail  from  the  owner  stating  that  the  business  was  closed  and  he  would  not  be 
renewing  his  license  next  year. 

Correct  by:  Informing  the  office  of  the  desire  to  cancel  his  license  if  he  is  no  longer  conducting  regulated  activity. 
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3.125  { a ) 

FACILITIES,  GENERAL. 

(a)  Structural  strength.  The  facility  must  be  constructed  of  such  material  and  of  such  strength  as  appropriate  for  the  animals 
involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained  in  good  repair  to 
protect  the  animals  from  injury  and  to  contain  the  animals. 

1 . The  coati  mundi  enclosure  is  in  need  of  repair.  There  is  a small  section  of  wire  mesh  that  is  coming  up  at  the  bottom 
creating  sharp  edges  in  the  enclosure.  In  addition  there  is  a hole  in  the  wire  mesh  where  the  animal  can  get  an  appendage 
out.  This  enclosure  needs  to  be  kept  in  good  repair  for  the  safety  of  the  animal. 

2 The  cavy  enclosure  is  also  in  need  of  repair.  There  is  a section  at  the  bottom  door  that  is  separating  fro  the  wall  and 
protruding  into  the  enclosure.  This  area  also  needs  to  be  kept  in  good  repair  for  the  safety  of  the  animals. 

Correct  by:  April  1 0, 2008 
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2.40  (b)  Attending  veterinarian  and  adequate  veterinary  care  (dealers  and  exhibitors). 

Each  dealer  or  exhibitor  shall  establish  and  maintain  programs  of  adequate  veterinary  care. 

* The  written  program  of  veterinary  is  incomplete.  There  is  no  information  listed  for  the  attending  veterinarian 
(i.e.  name,  address,  license  number).  There  are  also  species  present  at  the  facility  that  are  not  listed  on  the 
program  of  veterinary  care:  2 rabbits  and  2 marmosets. 

-There  is  one  lop  rabbit  with  severe  conjunctivitis  of  the  left  eye.  The  eye  is  about  95%  closed  with  a moderate 
mucous-like  discharge.  There  are  handwritten  records  indicating  treatment  with  1 .5  cc  of  amoxicillin  orally  for 
the  past  15  days  (10/15  - 10/30).  However,  this  treatment  was  not  prescribed  by  the  attending  veterinarian,  nor 
was  she  consulted  regarding  this  treatment.  The  rabbit  has  also  not  been  seen  by  a veterinarian  since  the 
antibiotic  was  started  to  determine  the  efficacy  of  this  treatment. 

- Handwritten  records  indicate  the  one  male  coati  was  treated  for  7 days  with  2 cc  of  amoxicillin  orally  for  a 
wound  on  the  tip  of  his  tail  (10/19  - 10/25).  The  treatment  was  not  prescribed  by  the  attending  veterinarian,  nor 
was  she  consulted  regarding  this  treatment. 

- There  is  one  Richard’s  ground  squirrel  with  moderately  overgrown  canines.  Veterinary  attention  must  be 
sought  to  prevent  possible  malocclusion  and  ensure  the  health  and  well-being  of  the  animal. 

The  written  program  of  veterinary  care  must  complete  and  ALL  animals  must  be  covered  to  ensure  that  they  are 
receiving  adequate  veterinary  care.  The  addition  of  marmosets  must  especially  be  addressed  to  deal  with 
species  specific  concerns  regarding  diet,  enrichment,  temperature,  and  ventilation. 
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2.75(b)(1)  Records  (dealers  and  exhibitors) 

Every  dealer  and  exhibitor  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose 
the  following  information  concerning  animals  other  than  dogs  and  cats,  purchased  or  otherwise  acquired, 
owned,  held,  leased,  or  otherwise  in  his  or  her  possession  or  under  his  or  her  control,  or  which  is  transported, 
sold,  euthanized,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include  any  offspring 
bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control. 

The  records  available  do  not  adequately  reflect  the  animals  currently  at  the  facility.  In  addition,  animals  listed  as 
being  donated  to  a private  individual  are  at  the  facility  for  exhibition  purposes.  The  current  recordkeeping 
system  does  not  allow  the  inspectors  to  accurately  determine  when  animals  were  acquired,  who  they  were  sold 
to  and  able  to  identify  if  the  animals  at  the  facility  are  what  is  on  record.  This  method  of  record  keeping  needs 
to  be  addressed  and  contain  accurate  information  regarding  the  animals  at  the  facility. 

***Correctby:  Nov  6, 2008*** 

3.51  (d)  Facilities  General  | 

Interior  surfaces.  The  interior  building  surfaces  of  indoor  housing  facilities  shall  be  constructed  and  maintained 
so  that  they  are  substantially  impervious  to  moisture  and  may  be  readily  sanitized. 

The  interior  walls  of  the  building  housing  several  species  of  animals  including  rabbits  is  not  constructed  so  that 
the  walls  are  substantially  impervious  to  moisture.  The  far  left  wall  of  the  building  and  the  ceiling  is  still  just 
insulation  and  has  not  been  finished.  In  addition  some  sections  of  insulation  above  the  animal  enclosures  are 
open  and  there  is  potential  for  insulation  to  fall  into  animal  enclosures.  The  surfaces  of  these  interior  walls  need 
to  be  made  impervious  to  moisture  to  facilitate  cleaning  and  sanitization  of  the  facility. 

***Correct  by:  Nov  13, 2008*** 


3.53  (a)(1)  Primary  Enclosures 

Primary  enclosures  shall  be  structurally  sound  and  maintained  in  good  repair  to  protect  the  rabbits  from  injury, 
to  contain  them,  and  to  keep  predators  out. 
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The  rabbit  hutch  has  a wooden  shelf  that  is  in  disrepair  and  needs  to  be  addressed  for  the  safety  of  the  rabbit.  In 
addition  there  are  two  nails  exposed  into  the  enclosure  that  could  pose  a potential  hazard  to  the  rabbit.  This 
enclosure  needs  to  be  kept  in  good  repair  for  the  safety  of  the  rabbit. 

***Correct  by:  Nov  6, 2008*** 

3.53  (c)  (1)  Primary  enclosures  shall  be  constructed  and  maintained  so  as  to  provide  sufficient  space  for  the 
animal  to  make  normal  postural  adjustments  with  adequate  freedom  of  movement 

The  two  enclosures  housing  rabbits  are  not  large  enough  to  provide  sufficient  space  for  the  animals  to  have 
adequate  freedom  of  movement.  This  needs  to  be  addressed  for  the  health  of  the  animals. 

•♦♦Correct  by:  Nov  6, 2008*** 


3.56  (aX3)  Sanitization 

If  primary  enclosures  are  equipped  with  wire  or  mesh  floors,  the  troughs  or  pans  under  such  enclosures  shall  be 
cleaned  at  least  once  each  week.  If  worm  bins  are  used  under  such  enclosures  they  shall  be  maintained  in  a 
sanitary  condition. 

The  one  rabbit  hutch  housing  a large  angora  rabbit  was  dirty  and  the  food  bowl  was  being  used  as  a latrine.  This 
is  enclosure  was  stated  to  be  cleaned  daily,  however  based  on  the  large  amount  of  fecal  debris  present;  this 
enclosure  needs  to  be  cleaned  more  frequently.  This  enclosure  is  sited  above  as  not  providing  sufficient  space 
for  this  animal  and  this  could  also  be  a contributing  factor  to  the  build  up  of  waste. 

***Correctby:  Oct  31, 2008*** 


3.81  (c)(2)  Environment  enhancement  to  promote  psychological  well-being. 

Special  considerations.  Certain  nonhuman  primates  must  be  provided  special  attention  regarding  enhancement 
of  their  environment,  based  on  the  needs  of  the  individual  species  and  in  accordance  with  the  instructions  of  the 
attending  veterinarian.  Nonhuman  primates  requiring  special  attention  are  the  following. . . those  that  show  signs 
of  being  in  psychological  distress  through  behavior  or  appearance. 
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The  female  marmoset  has  marked  alopecia  of  the  tail  and  abdomen.  The  attending  veterinarian  was  not 
consulted  when  the  enrichment  plan  was  written,  nor  does  it  address  the  special  behavioral  needs  of  these 
animals  (alopecia  possibly  due  to  stress).  The  veterinarian  must  be  consulted,  and  a more  suitable  enrichment 
plan  constructed  to  promote  psychological  health  and  well-being  of  the  animals. 

***Correctby:  November  14, 2008*** 


3.125(a)  Facilities  General 

Structural  strength.  The  facility  must  be  constructed  of  such  material  and  of  such  strength  as  appropriate  for  the 
animals  involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained 
in  good  repair  to  protect  the  animals  from  injury  and  to  contain  the  animals. 

The  wooden  structure  in  the  degu  enclosure  has  exposed  nails.  This  structure  needs  to  be  kept  in  good  repair  for 
the  safety  of  the  animals. 

***Correct  by:  Nov  1, 2008*** 


***  This  was  a site  inspection  for  a new  site.  This  site  is  not  approved  for  regulated  activity  until  the  above  non 
compliant  items  are  corrected.  A second  site  inspection  needs  to  be  conducted  with  all  non  compliant  items 
corrected  prior  to  site  approval.*** 

Animal  Inventory: 

1-  Patagonian  cavy,  1 wallaby,  1 Yawari  opossum,  9 sugar  gliders,  2 coatis,  2 marmosets,  1 1 degus,  1 pot-belly 
pig,  1 hedgehog  + litter,  1 chinchilla,  1 Richard’s  ground  squirrel,  2 rabbits, 
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2.40  ( b ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(b)  Each  dealer  or  exhibitor  shall  establish  and  maintain  programs  of  adequate  veterinary  care. 

The  written  program  of  veterinary  care  was  not  available  for  review  during  the  time  of  Inspection.  A completed  written  program 
must  be  available  for  inspector  review  to  ensure  that  the  animals  are  receiving  adequate  veterinary  care. 

“•Correct  by:  July  14, 2008*“ 


2.75  ( b K 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(b)(1)  Every  dealer  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  exhibitor  shall  make, 
keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  animals  other  than 
dogs  and  cats,  purchased  or  otherwise  acquired,  owned,  held,  leased,  or  otherwise  in  his  or  her  possession  or  under  his  or  her 
control,  or  which  is  transported,  sold,  euthanized,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include 
any  offspring  born  of  any  animat  while  in  his  or  her  possession  or  under  his  or  her  control,  (i)  The  name  and  address  of  the 
person  from  whom  the  animals  were  purchased  or  otherwise  acquired  (ii)  The  USDA  license  or  registration  number  of  the 
person  If  he  or  she  is  licensed  or  registered  under  the  Act  (III)  The  vehicle  license  number  and  State,  and  the  driver's  license 
number  (or  photographic  identification  card  for  non-drivers  issued  by  a State)  and  State  of  the  person,  if  he  or  she  is  not 
licensed  or  registered  under  the  Act  (iv)  The  name  and  address  of  the  person  to  whom  an  animal  was  sold  or  given  (v)  The 
date  of  purchase,  acquisition,  sale,  or  disposal  of  the  animal(s)  (vl)  The  species  of  the  animal(s)  (vii)  The  number  of  animats  in 
the  shipment 

There  are  no  acquisition  records  for  the  following  animals:  15  mini  pot  belly  pigs.  There  were  also  no  disposition  records  for  a 
kinkajou  that  was  acquired  on  10/12/07.  Complete  acquisition/  disposition  records  must  be  maintained  for  aH  animals  to  comply 
with  AWA  regulations. 

“'Correct  for  ail  future  transactions”* 


2.132  (d) 

PROCUREMENT  OF  RANDOM  SOURCE  DOGS  AND  CATS,  DEALERS. 

(d)  No  dealer  or  exhibitor  shall  knowingly  obtain  any  dog,  cat,  or  other  animal  from  any  person  who  is  required  to  be  licensed 
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but  who  does  not  hold  a current,  valid,  and  unsuspended  license, 

- 1 African-crested  porcupine  and  1 kinkajou  were  acquired  from  an  unlicensed  source  on  October  12,  2007.  Per  this 
regulation,  the  seller  was  required  to  have  a USDA  license.  Animals  must  not  be  obtained  from  unlicensed  sources  if  a license 
is  required.  This  needs  to  be  corrected  for  all  future  acquisitions. 

"•Correct  for  ail  future  transactions*** 


3.58  ( a ) REPEAT  NCI 

CLASSIFICATION  AND  SEPARATION. 

Animals  housed  in  the  same  primary  enclosure  shall  be  maintained  in  compatible  groups,  with  the  following  additional 
restrictions:  (a)  Rabbits  shall  not  be  housed  in  the  same  primary  enclosure  with  any  other  species  of  animals  unless  required 
for  scientific  reasons. 

There  were  3 rabbits  being  housed  in  a primary  enclosure  with  a Patagonian  cavy  in  the  front  display  window  of  the  store.  Per 
this  regulation,  rabbits  CANNOT  be  housed  in  the  same  primary  enclosure  with  ANY  other  species. 

•"Remains  Uncorrected*" 


3.125  ( a ) 

FACILITIES,  GENERAL. 

(a)  Structural  strength.  The  facility  must  be  constructed  of  such  material  and  of  such  strength  as  appropriate  for  the  animals 
involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained  in  good  repair  to  protect 
the  animals  from  injury  and  to  contain  the  animals. 

- There  is  a light  fixture,  with  exposed  wiring,  hanging  on  the  wall  of  the  coati  enclosure.  The  light  is  within  reach  of  a collection 
of  wooden  branches  within  the  enclosure  that  the  coati  uses  climbing.  According  to  the  licensee,  the  power  to  lighting  is 
switched  off;  however,  potential  injury  to  the  animal  may  result  of  the  wires  are  chewed  or  ingested.  The  fixture  needs  to  be 
removed,  or  the  exposed  wires  need  to  be  covered  in  order  to  ensure  the  well-being  of  the  animal. 

"•Correct  by:  July  7, 2008"* 

- There  were  two  exposed  nails  in  the  African-crested  porcupine  enclosure.  The  nails  were  sticking  up  tram  a wooden  board  at 
the  entrance  of  the  enclosure.  This  could  potentially  cause  injury  to  the  animal.  The  nails  were  removed  during  the  inspection. 


Note:  This  report  is  to  amend  the  original  that  was  created  on  June  30, 2008. 
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JORDAN  PATCH  Customer  ID:  35892 

THE  REPTILE  CO  Certificate:  21-B-0153 


3840  WASHINGTON  AVE 
ENDICOTT,  NY  13760 


Site:  001 

THE  REPTILE  CO 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-09-2008 


2.40  ( b ) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

(b)  Each  dealer  or  exhibitor  shall  establish  and  maintain  programs  of  adequate  veterinary  care. 

The  written  program  of  veterinary  care  was  not  available  for  review  during  the  time  of  inspection.  A completed  written  program 
must  be  available  for  inspector  review  to  ensure  that  the  animals  are  receiving  adequate  veterinary  care. 

‘“Correct  by:  July  14. 2008“* 


2.75  ( b X 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

(b)(1 ) Every  dealer  other  than  operators  of  auction  sales  and  brokers  to  whom  animals  are  consigned,  and  exhibitor  shall  make, 
keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information  concerning  animals  other  than 
dogs  and  cats,  purchased  or  otherwise  acquired,  owned , held,  (eased,  or  otherwise  in  his  or  her  possession  or  under  his  or  her 
control,  or  which  is  transported,  sold,  euthanized,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records  shall  include 
any  offspring  bom  of  any  animal  white  in  his  or  her  possession  or  under  his  or  her  control,  (i)  The  name  and  address  of  the 
person  from  whom  the  animals  were  purchased  or  otherwise  acquired  (if)  The  USDA  license  or  registration  number  of  the 
person  if  he  or  she  is  licensed  or  registered  under  the  Act  (iil)  The  vehicle  license  number  and  State,  and  the  driver's  license 
number  (or  photographic  identification  card  for  non-drivers  issued  by  a State)  and  State  of  the  person,  if  he  or  3he  is  not 
licensed  or  registered  under  the  Act  (iv)  The  name  and  address  of  the  person  to  whom  an  animal  was  sold  or  given  (v)  The 
date  of  purchase,  acquisition,  sate,  or  disposal  of  the  animal(s)  (vi)  The  species  of  the  animal(s)  (vii)  The  number  of  animals  in 
the  shipment. 

There  are  no  acquisition  records  for  the  following  animals:  15  mini  pot  belly  pigs.  There  were  also  no  disposition  records  for  a 
kinkajou  that  was  acquired  on  10/12/07.  Complete  acquisition/  disposition  records  must  be  maintained  for  all  animals  to  comply 
with  AWA  regulations. 

“‘Correct  for  all  future  transactions"* 


2.132  ( d ) 

PROCUREMENT  OF  RANDOM  SOURCE  DOGS  AND  CATS,  DEALERS. 

(d)  No  dealer  or  exhibitor  shall  knowingly  obtain  any  dog,  cat,  or  other  animal  from  any  person  who  Is  required  to  be  licensed 
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but  who  does  not  hold  a current,  valid,  and  unsuspended  license. 

- 1 African-crested  porcupine  and  1 kinkajou  were  acquired  from  an  unlicensed  source  on  October  12,  2007.  Per  this 
regulation,  the  seller  was  required  to  have  a USOA  license.  Animals  must  not  be  obtained  from  unlicensed  sources  if  a license 
is  required.  This  needs  to  be  corrected  for  all  future  acquisitions. 

•"Correct  for  all  future  transactions*** 


3.58  ( a ) REPEAT  NCI 

CLASSIFICATION  AND  SEPARATION. 

Animals  housed  in  the  same  primary  enclosure  shall  be  maintained  in  compatible  groups,  with  the  following  additional 
restrictions:  (a)  Rabbits  shall  not  be  housed  in  the  same  primary  enclosure  with  any  other  species  of  animals  unless  required 
for  scientific  reasons. 

There  were  3 rabbits  being  housed  in  a primary  enclosure  with  a Patagonian  cavy  in  the  front  display  window  of  the  store.  Per 
this  regulation,  rabbits  CANNOT  be  housed  in  the  same  primary  enclosure  with  ANY  other  species. 

‘"Remains  Uncorrected*** 


3.125  ( a ) 

FACILITIES,  GENERAL. 

(a)  Structural  strength.  The  facility  must  be  constructed  of  such  material  and  erf  such  strength  as  appropriate  for  the  animals 
involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained  in  good  repair  to  protect 
the  animals  from  Injury  and  to  contain  the  animals. 

- There  is  a light  fixture,  with  exposed  wiring,  hanging  on  the  Mall  of  the  coati  enclosure.  The  light  is  within  reach  of  a collection 
of  wooden  branches  within  the  enclosure  that  the  coati  uses  climbing.  According  to  the  licensee,  the  power  to  lighting  is 
switched  off,  however,  potential  injury  to  the  animal  may  result  of  the  wires  are  chewed  or  Ingested.  The  fixture  needs  to  be 
removed,  or  the  exposed  wires  need  to  be  covered  In  order  to  ensure  the  well-being  of  the  animal. 

•"Correct  by:  Juty  7,  2008*** 

- There  were  two  exposed  nails  in  the  African-crested  porcupine  enclosure.  The  nails  were  sticking  up  from  a wooden  board  at 
the  entrance  of  the  enclosure.  This  could  potentially  cause  injury  to  the  animal.  The  nails  were  removed  during  the  inspection. 


Note:  This  report  is  to  amend  the  original  that  was  created  on  June  30,  2008. 
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BIO  LINK  INC 


PO  BOX  715 
LIVERPOOL,  NY  13088 


Customer  10:  36569 
Certificate:  21  -B-01 55 

Site:  001 

BIOLINK  INC 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-07-2008 


No  non  compliant  items  observed  during  this  inspection. 
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2.75  ( b X 1 ) 

RECORDS:  DEALERS  AND  EXHIBITORS. 

Every  dealer  shall  make,  keep,  and  maintain  records  or  forms  which  fully  and  correctly  disclose  the  following  information 
concerning  animals,  purchased  or  otherwise  acquired,  owned,  held,  leased,  or  otherwise  in  his  or  her  possession  or  under 
his  or  her  control,  or  which  is  transported,  sold,  euthanized,  or  otherwise  disposed  of  by  that  dealer  or  exhibitor.  The  records 
shall  Include  any  offspring  bom  of  any  animal  while  in  his  or  her  possession  or  under  his  or  her  control. 

(i)  The  name  and  address  of  the  person  from  whom  the  animals  were  purchased  or  otherwise  acquired;  (ri)  The  USDA 
license  or  registration  number  of  the  person  if  he  or  she  Is  licensed  or  registered  under  the  Act;  (iii)  The  vehicle  license 
number  and  State,  and  the  driver's  license  number  (or  photographic  identification  card  for  nondrivers  issued  by  a State)  and 
State  of  the  person,  if  he  or  she  is  not  licensed  or  registered  under  the  Act;  (iv)  The  name  and  address  of  the  person  to 
whom  an  animal  was  sold  or  given;  (v)  The  date  of  purchase,  acquisition,  sale,  or  disposal  of  the  animal(s);  (vi)  The  species 
of  the  animal(s);  and  (vii)  The  number  of  animals  in  the  shipment. 

***  Over  the  past  few  months  records  documenting  acquisition  of  regulated  species  are  not  being  accurately  and  completely 
filled  out  with  required  information.  This  information  includes  the  individual's  foil  name,  address,  and  certificate  numbers. 
These  records  are  an  important  part  of  the  recordkeeping  process  and  need  to  be  accurately  maintained  in  a timely  manner. 

""During  the  same  time  period,  there  are  no  disposition  records  for  the  multiple  species  of  animals  sold,  including 
hedgehogs,  sugar  gliders,  and  other  regulated  species.  Per  this  regulation  disposition  records  need  to  be  maintained 
detailing  the  receiver’s  name,  and  address.  These  records  are  an  important  part  of  the  recordkeeping  process  arid  need  to 
be  accurately  maintained  in  a timely  manner. 

Correct  immediately. 


3.131  ( c ) 

SANITATION. 

Housekeeping.  Premises  (buildings  and  grounds)  shall  be  kept  clean  and  in  good  repair  in  order  to  protect  the  animals  from 
injury  and  to  facilitate  the  prescribed  husbandry  practices  set  forth  in  this  subpart.  Accumulations  of  trash  shall  be  placed  in 
designated  areas  and  cleared  as  necessary  to  protect  the  health  of  the  animals. 

***The  enclosure  for  the  fennec  foxes  is  in  an  office,  surrounded  by  other  animals  in  enclosures  and  general  clutter  on  top 
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and  around  the  fox  enclosure.  Some  items  are  being  stacked  directly  against  the  front  wire  mesh  and  are  blocking  a portion 
of  light  and  visibility  source.  The  entire  front  of  the  enclosure  should  not  have  obstructions  as  it  may  prevent  proper 
husbandry  and  enough  light  to  come  in  during  daylight  hours  to  allow  them  to  have  a diurnal  cycle. 

Correct  by  Aug.  14,  2008. 
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Customer  ID:  4112Q 
Certificate:  2 1-B-01 59 

Site:  001 

BRENDA  PILPERT 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-08-2008 

3.125  ( a ) 

FACILITIES,  GENERAL. 

(a)  Structural  strength.  The  facility  must  be  constructed  of  such  material  and  of  such  strength  as  appropriate  for  the  animals 
involved.  The  indoor  and  outdoor  housing  facilities  shall  be  structurally  sound  and  shall  be  maintained  in  good  repair  to 
protect  the  animals  from  injury  and  to  contain  the  animals. 

“*  The  entry  door  to  the  maternity  room  is  showing  signs  of  rust  along  the  door  and  the  bottom  comer  of  the  door  is  in 
disrepair  and  bending  outwards.  This  door  needs  to  be  addressed  to  keep  the  facility  in  good  repair  and  facilitate  husbandry 
practices. 

Coned  by:  March  06, 2008 


WBB  FARM  LLC 

290  FOUR  ROD  RD 
ALDEN,  NY  14004 


USDA 


3.131  { a ) 

SANITATION. 

a)  Cleaning  of  enclosures.  Excreta  shall  be  removed  from  primary  enclosures  as  often  as  necessary  to  prevent 
contamination  of  the  animals  contained  therein  and  to  minimize  disease  hazards  and  to  reduce  odors.  When  enclosures  are 
cleaned  by  hosing  or  flushing,  adequate  measures  shall  be  taken  to  proted  the  animals  confined  in  such  enclosures  from 
being  directly  sprayed  with  the  stream  of  water  or  wetted  involuntarily. 

***  One  enclosure  housing  1 6 juvenile  pigs  had  an  accumulation  of  feces  that  needs  to  be  cleaned  more  frequently.  The 
lioensee  states  that  the  enclosure  is  cleaned  every  two  days,  however  with  this  many  animals  in  one  endosure  cleaning  may 
need  to  occur  more  frequently  for  the  health  of  the  animals. 

Corred  by:  Feb  8,  2007 
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Customer  ID:  39961 
Certificate:  - 


Site:  001 

HOLLYS  HOUNDS 

Inspection 

Type:  PRELICENSE  INSPECTION  #1 
Date:  SEP-18-2008 


No  non  compliant  items  observed  during  this  inspection. 

Applicant  is  ready  for  a class  B license  and  operates  a retail  pet  store. 

A check  for  the  30.00  license  fee  will  be  submitted  by  mail  to  the  Eastern  Regional  Office. 

Space  requirements,  records  keeping  requirements  and  PVC  were  discussed  at  the  time  of  this  inspection. 

Ail  animals  and  facilities  that  will  be  licensed  for  regulated  activity  under  this  customer  number  have  been  disclosed  to  the 
inspector  and  inspected. 
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COUNTRY  CRITTERS  OF  LONG  ISLAND 

152  ROUTE  112 

PATCHOGUE  N 11722 


Customer  ID:  44077 
Certificate: 

Site:  1 

Inspection 

Type:  Prelicense  1 
Date:  9 October  2008 


Licensee  is  meeting  the  minimum  standards  under  the  animal  welfare  act  as  a Class  B Licensee. 

During  the  pre-license  inspection  we  reviewed  identification  of  animals,  recordkeeping  requirements,  cage  size 
requirements,  and  exercise  programs. 

Because  of  computer  program  change  over  no  check  was  taken  from  the  facility  at  the  time  of  the  pre-license.  Facility  will 
be  contacted  by  the  Regional  Office  when  to  send  the  check  in 

Inventory 

6 puppies 
12  cats 

1 binturong 

7 hooded  rats 
27  hamsters 
6 mice 

1 gerbil 

6 guinea  pigs 
5 rabbits 

2 ferrets 

2 chinchillas 
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Customer  ID:  40409 
Certificate: 

Site:  001 

HONEY  HILL  PET  CENTER 
Inspection 

Type:  Prelicense  1 
Date:  10  December  2008 

No  non  compliant  items  observed  during  this  inspection. 

Applicant  is  ready  for  a class  B license  to  sell  "pocket  pets’  and  small  exotic  mammals. 

Check  # 1557  for  30.00  is  enciosed  for  license  fee. 

All  animals  and  facilities  that  will  be  licensed  for  regulated  activity  under  this  customer  number  have  been  disclosed  to  the 
inspector  and  inspected. 


CHRISTOPHER  GARCIA 
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370  WASHINGTON  AVE 
KENMORE,  NY  14217 
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KIM  TIPTON 

8260  LOCKPORT  RD 
NIAGARA  FALLS,  NY  14304 


Customer  ID:  45048 
Certificate: 

Site:  001 
TIPTON,  KIM 
Inspection 

Type:  Prelicense  1 
Date:  13  January  2009 


No  non  compliant  items  observed  during  this  inspection. 

Applicant  is  ready  fora  class  B license  to  breed,  wholesale  and  exhibit  hedgehogs. 

Check#  ft^ftsfor  30.00  is  enclosed  for  license  fee. 

Ail  animals  and  facilities  that  will  be  licensed  for  regulated  activity  under  this  customer  number  have  been  disclosed  to  the 
inspector  and  inspected. 

Animal  Inventory:  10  hedgehogs 
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/o  Mo  r 


Site  Address  ? Inspection  Type 

i^y  JJS  jf 

City,  State,  Zip  (for  Site) 


NARRATIVE 


Prepared  By: 

USDA,  APHIS,  Animal  Care 

Tit! 

Received  B 

b6,  b7c 

Title: 

b6,  b7c 

r?&//dp?f 


USDA 


United  States  Department  of  Agriculture  jlopinto 

«*»*■»<  ftpR  (,  s nm  425 

INSPECTION  REPORT)  382081 

y ' 9323  sitsjd 


WORLD  WIDE  PET  TRANSPORT 
CORPORATION 


20  BRYANT  AVENUE 
ROSLYN,  NY  11576 


Customer  ID:  425 
Certificate:  21-H-0003 

Site:  ooi 

WORLD  WIDE  PET  TRANSPORT 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  APR-02-2008 


Inspection  show  no  animals  present  4/08 


Prepared  By: 

Title: 
Received  By: 

Title: 


JOHN  LOPINTO.  DVM,  USDA,  APHIS,  Animal  Care 
VETERINARY  MEDICAL  OFFICER  , Inspector  ID:  1008 


Page  1 of  1 


Date: 

APR-04-2008 

Date: 

APR-04-2008 


NOV  2 6 /0#}V  { 2 2008 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


NSPECTION  REPORT 


Name  of  Licen*et  " 'jgistrants 


) 


2/-/S-OC/S 


Site  No. 
I/a 


Uc/Reg  No. 


Business  Name  (DBA) 

/ O " //  x^pr- 


jAry^g/  ///<?/* 
i Name  ^ Date  of  Inspects 


Facility  Mailing  Address 

JJ¥ 

City,  State,  Zip  Code  (for  Facility) 


y f /e 

Site  Address  * 

/City,  State,  Zip  (fra-  Site) 


Inspection 


Inspection  Type 


NARRATIVE 


FACILITY 


f NOV  2 6 ^008 

LIC/REG  # DATE  //  4 /<!/  N 


NOV  1 2 2008 


ANIMAL  TYPE 


None 


Adult  Dog 


Adult  Cat  


Kitten  


Guinea  Pig 


Hamster  


Rabbit 


Group  i Nonhuman  PrimatefMarmoset,  Tamarin) 


Group  2 Nonhuman  Primate(Cnpuchin,  Squirrel  Monkey) 


Group  3 Nonhuman  Primate(  Macaque,  African  Species) 


Group  4 Nonhuman  Primatc(Male  Macaque,  Large  African  Species 


Group  5 Nonhuman  Primatc(Baboon) 


Group  6 Nonhuman  Primate(Great  Ape) 


Group  ICetaceanfBeiuga  Whale,  Killer  Whale,  Bottlenose  Dolphin) 


Group  2 Cetacean(Common  dolphin.  White  Sided  Dolphin) 


Group  lPinniped(Fur  Seal,  Walrus,  Harbor  Seal,  Sea  Lion)  


Group  2Pinniped(Bearded  Seal,  Ringed  Seal,  Hooded  Seal) 


Polar  Bear 


Sea  Otter 


Sirenian 


Beai< Other  Than  Polar  Bear; 


t 


Large  Wild/Exotic  Felid(Lion,  Tiger,  Leopard,  Cheetah,  Mountain  Lion) 


Small  Wild/Exotic  Felid(Bobcat,  Lynx,  Ocelot,  Caracul) 


e Wild/Exotic  Canid(Wol 


Small  Wild/Exotic  CanidfFox,  Jackal,  Dingo,  Coyote,  Hyena 


Pocket  Pet(Hedgebog,  Sugar  Ghder) 


Wild/Exotic  Hoofed  Animal(Tapir,  Rhino,  Hippo,  Giraffe,  Antelope) 


Wild/Exotic  Other  Animal(  Kangaroo,  Opossum,  Bat,  Porcupine,  Weasel) 


Farm  Animal 


Total  # of  animals 


# INSPECTED 


DATA  FOR  GPRA  and  RBIS 


Section  Number  (Exactly  as  entered  on  Inspection  Report) 
# 


ft  of 
Animals 
Affected 


(Critical,  Direct  or  (Low,  Medium,  or 
Indirect)  High  Risk) 


Repeat 
NCI? 
(X  = yes) 


Mov  1 2 200 8 


i 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


(Inspection  report^ 


; 

Site  No.  Ltc/Reg  No. 

Business  Name  (DBA) 

/ ^ % ~ //  ' 

S&e  Name 

5 /'A 

Date  of  Inspection 

Fadlly  Maying  Address  / 

Ste  Address  * 

Inspection  Typo 

jjy  a y 

City,  State,  Zip  Code  {tor  Facility)  ^City,  State,  Zip  (for  Site) 


NARRATIVE 


Title: 


b6,  b7c 


FACILITY. 


Z / * /J'  d i / J | 

LIC/REG  # DATE  JJ./>  fe  / 


NOV  I $ 2008 


ANIMAL  TYPE 


None  . . . 


Adult  Do 


Puppy  . 


Adult  Cat 


Kitten 


Guinea  Pig 


Hamster 


Rabbit 


Group  1 Nonhuman  Primate(Marmoset,  Tamarin)  


Group  2 Nonhuman  Primate(Capuchin,  Squirrel  Monkey) 


Group  3 Nonhuman  PriroatejMacaque,  African  Species) 


Group  4 Nonhuman  Primate(Male  Macaque,  Large  African  Species) 


Group  5 Nonhuman  Priroaic(Baboon) 


Group  6 Nonhuman  Primate(Great  Ape' 


Group  !Cetacean(BeIuga  Whale,  Killer  Whale,  Bottlenose  Dolphin 


Group  2 Cetaccan(Common  dolphin.  White  Sided  Dolphin)  


Group  IPinnipedjFurSeal,  Walrus,  Harbor  Seal,  Sea  Lion) 


Group  2P’wniped(Bearded  Seal,  Ringed  Seal,  Hooded  Seal) 


Polar  Bear 


Sea  Otter 


Sirenian 


Bear(Other  Than  Polar  Bear; 


Elephant 


Large  Wild/Exotic  Felid(Lion,  Tiger,  Leopard,  Cheetah,  Mountain  Lion) 


Small  Wild/Exotic  FelicKBobcat,  Lynx,  Ocelot,  Caracul) 


Large  Wild/Exotic  Canid(Wolf) 


Small  Wild/Exotic  Canid(Fox,  Jackal,  Dingo,  Coyote, 


Pocket  PetCHedgehog,  Sugar  Glider)  


Wild/Exotic  Hoofed  Animai( Tapir,  Rhino,  Hippo,  Giraffe,  Antelope) 


um.  Bat,  Porcupine,  Weasel) 


Farm  Animal 


Total  # of  animals 


# INSPECTED 


DATA  FOR  GPRA  and  RBIS 


Repeat 
NCI? 
(X  = yes) 


USDA 


VETPORT  ANIMAL  HOSPITAL  INC 


163-11  CROSS  BAY  BOULEVARD 
HOWARD  BEACH,  NY  11414 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service ' 


510  cust_kj 


.INSPECTION  REPORt)  AUG  1 2 20G8  3621  so  inspjd 

— — 9157  sitejd 


Customer  ID:  510 
Certificate:  21-H-Q01 5 


Site:  001 

VETPORT  ANIMAL  HOSPITAL 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-04-2008 


Inspection  shows  no  animals  present  8/08 


Prepared  By:  jr''  / 

John  LOPINTO,  D V M , USDA,  APHIS,  Animal  Care 
Title/  VETERINARY  MEDICAL  OFFICER , Inspector  ID:  1008 
Received  By:  _ 

Title:  # ^6, 

Page  1 of  i 


Date: 

AUG-04-2008 


AUG-04-2008 


USDA 


i 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


(Inspection  report) 

l//f  /cry" 


Name  of  Licersee/Regtetranta 


SteNo. 


Business  Name  (DBA) 


lDz± 

Facility  Malting  Address ^ 


FadSty  Mailing  Address 

t'x  //y/y 

City,  State,  Zip  Code  (for  Facility) 


AUG  1 2 2008 


2- f'  ^Oi>;  r 

Lic/Reg  Mo. 

iAAJ. 

Data  of  Inspection 
Inspection  Type  “ 


3ty,  State,  Zip  (for  Site) 


NARRATIVE 


JLOP IHTO 


Ui>L)A 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service  , 

I 510  cusyd 


INSPECTION  REPORT!  FEB  2 0 2008  362046  insp-id 

y 9157  site  id 


Customer  ID:  510  

Certificate:  2 1-H-OOIf 

Site:  001 

VETPORT  ANIMAL  HOSPITAL 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-14-2008 


Inspection  shews  3 shipments  of  clogs.  1 shipment  contains  8 dogs  in  4 crates  Delta  AW8  006-33754151,  another  shipment 
consists  of  24  dogs  in  12  crates  Delta  AWB  006-52441352,  The  3rd  shipment  consists  of  6 dogs  in  3 crates  Delta  AWB  0CG- 
52536923 

Inspection  shows  all  standards  in  compliance  2/08 


VETPORT  ANIMAL  HOSPITAL  INC 

163-11  CROSS  BAY  BOULEVARD 
HOWARD  BEACH,  NY  11414 


Prepared  By: 

"5UN  LOPINTO/D  V M , USDA,  APHIS,  Animal  Care 
VETERINARY  MEDICAL  OFFICER  .Inspector  ID:  1008 

Received  By: 


Date: 

FEB-14-2008 


Title: 


Page  1 of  1 


Date: 

FEB-14-2008 


INSPECTION  REPORT 


Nam*  of  Llcensee/Registra 


Business  Name  (DBA) 

/Q~(L 

Facility  Mailing  Address 

yy  j 

City,  State,  Zip  (for  facility) 


Site  No. 



Site  Name 

<■  o /*k  

Site  Address7 

(Vy  / 

Site  City,  State,  Zip  (for  site) 


-?/'  //'  0 •vy' 


Lie./ Reg.  Number 


Date  of  Inspection 


Inspection  Type 


NARRATIVE 


Page  1 of 


5.4.13 


USDA 


f 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  inspection  Service 

^jNSPECHOWREPOR^ 


APR  1 5 2008 


^ /-  // - c)C  / ( 

Name  of  Licensee/ Registrants 

site  No. 

Uc/RegNo. 

/v/o? 

Business  Name  (DBA) 

/ 3 /.3  A-e- 

Site  Name 

Date  of  Inspection 

Facility  Mailing  Address 

/■"W  /Sy0C  fY  10*0 

Site  Address 

Inspection  Type 

City,  State,  Zip  Code  (for  Facility) 

City,  State,  Zip  (for  Site) 

JLOFTNTO 


WORLD  COURIER,  INC. 

1313  4TH  AVENUE 

NEW  HYDE  PARK,  NY  11040 


United  States  Department  of  Agriculture 

Animal  and  Plant  Health  Inspection  Send  , 

718  custjd 

INSPECTION  REPORT)  1 5 20OS  362083  insP-‘d 

V 8540  site  id 


Customer  ID:  718 
Certificate:  21-H-0016 

Site:  001 

WORLD  COURIER 

Inspection 

Type:  ROUTINE  INSPECTION 
Data:  APR-07-2008 


Inspection  shows  no  animals  present  4/08 

Discuss  possible  effects  of  stacking  shipping  crates  while  transporting 


Date: 

APR-07-2008 


Title: 


b6,  b7c 


Page  1 of  1 


Date: 

APR-07-2008 


USDA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

(Inspection  report^ 


SEP  0 3 2008 


2/'  //'  go/? 


Name  of  License®/ Registrants 

Site  No. 

Lic/Reg  No. 

.//<?//>  r 

Site  Nome 

Date  of  Inspection 

.s-£n~*s 

FsdHtyMailing  Address 

/'y  / / 7 jT £ 

Site  Address 

Inspection  Type 

City,  State,  Zip  Code  (for  Facility) 


City,  State,  Zip  (for  Site) 


NARRATIVE 


JX.OPIKTO 


USDA 


ANIMALS  AWAY 

49  TWIG  LANE 
LEV1TT0WN,  NY  11756 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service' 


INSPECTION  REPORT) 


SEP  0 3 2008 


747  custjd 
362167  inspjd 


8543  srtejd 


Customer  ID:  747 
Certificate:  21-H-0019 

Site:  ooi 

ANIMALS  AWAY 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-26-2008 


Inspection  shows  no  animals  present  8/08 


Prepared  By: 

Title: 

/ 

Received  By: 
Title: 


VETERINARY  MEDICAL  OFFICER  . Inspector  ID:  1008 


Susan  Delano 
OWNER 


Page  X of  1 


Date: 

AUG-26-2008 


Date: 

AUG-26-2008 


US>DA 


■ 7HV 

United  States  Dapartm  . of  Agriculture  Iff  ?% 
Animal  and  Plant  Health  Imspeoflon  3®rvio© 

M _ lu ¥ „ O 


Animal  Car® 


INSPECTION  REPORT 


FE8  X 4 2006 


(.s  tv—--. — ,.y  ...v-ra*.- 

Name  of  licensee/Regletianr 

Site  No 

Llc/Rra  No. 

A.//S  fa  c 

Business  Name  (DBA) 

/2.,}-c/  { 

SlteNam^ 

Date  of  Inspection 

X 

Facility  Mailing  Address 

< cjs*~  f'T  /»y  //**& 

Site  Address 

Inspection  Time 

City,  Stafs,  Zip  (for  Facility)  . 

City,  State,  Zip  (for  Site) 

Inspection  Type 

• 

NARRATIVE 

ujUA 

United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

NOV  0 3 ?U08 

(Tnspection  report) 

.*/'//-  o? 

Name  of  Ucansae/Regtetrants 

Ste  No. 

Uc/RegNo. 

/*/6  ^ 

Business  Name  (DBA) 

Site  Name 

Date  of  Inspection 

/yx~z.? 

Facility  Mailing  Address 

s'  y 

Site  Address 

inspection  Type 

*€ity,  State,  Zip  Code  (for  Facility) 

City,  State,  Zip  (for  Site) 

NARRATIVE 


USDA 


U »d  Status  Ospartmant  of  A.  ioutture 
Animal  and  Plant  Health  Inapeotlon  Servloe 
Animal  Caro 


JAN  2 8 2008 


INSPECTION  REPORT 


Page  1 of 


USDA 


QUICKSTAT  INC 

175-28  148THAVE 
JAMAICA,  NY  11434 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service/ 

/ ( 

INSPECTION  REPOR^ 


% $ zm 


JLOPINTO 

1777  custjd 
362025  inspjd 
6553  site  id 


- Customer  ID:  1777 
Certificate:  21-H-0284 

Site:  001 

QUICKSTAT  INC 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-24-2003 


Inspection  shows  no  animals  present  1/08 


Prepared  By: 

/JOHN  LOPINTO,  erv  M . USDA,  APHIS,  Animal  Care 
Title:  VETERINARY  MEDICAL  OFFICER , Inspector  ID:  1 008 
Received  By: 


Date: 

JAN-24-2008 


Title: 


Page  X of  1 


Date: 

JAN-24-2008 


i tSl  >A 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


(^INSPECTION  REPORT) 


Name  of  Ucensee/Registrants 


Site  No. 


2 t-ht* 

Lic/Reg  No 

/ / S' ji>  / 


□ate  of  Inspection 


Inspection  Type 


JLOP1NTO 


LtoDA 


United  States  Department  of  Apiculture 
Animal  and  Plant  Health  Inspection  Servli 


INSPECTION  REPORT) 


10723  custjd 
362037  inspjd 
11180  site  id 


MARKEN  TIME  CRITICAL 
EXPRESS 


2G6  MERRICK  RD.  SUITE  2000 
LYNBROOK,  NY  11563 


Customer  ID:  10723 
Certificate:  21  -H-028£ 

Site:  001 

MARKEN  TIME  CRITICAL  EXPRESS 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-06-20G8 


Inspection  shows  no  animals  present  2/08 


Prepared  By: 

JOHN  LOPINT07D  V M , USDA,  APHIS,  Animal  Care 
rifle:  VETERINARY  MEDICAL  OFFICER , Inspector  ID:  1008 


Received  By: 


Title: 


b6,  b7c 


Date: 

FEB-06-2008 


Page  1 of  1 


Date: 

FEB-06-2008 


Uni  d Staton  Dopartmont  of  Ag>  •oulture 
Animal  and  Plant  Health  Inopootlon  Sorvloe 
Animal  Caro 

1 


INSPECTION  REPORT 


me  ot  Licensee/Regialfunl 


siness  Name  (DBA) 


:ility  Mailing  Address, 

22  y f/f  j’j 


ate,  Zip  (lor  Facility) 


Site  No.  , 

LWReo  No, 

Z!C>°Y 

Site  Namp 

Date  o(  Inspection 

SiteAdpress 

Inspection  Time 

City,  State,  Zip  ((or  Site) 

Inspection  Type 

NARRATIVE 


JLOPINTO 


USDA 


PET  CHAUFFEUR 


36-03  13TH  STREET  #2 
LONG  ISLAND  CITY,  NY  11106 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Sen/ 


INSPECTION  REPORT] 


« , „nrio11915  oust  id 

m o s zoqUu, 

12614  site  id 


Customer  ID:  11915 
Certificate:  21-H-0293 

Site:  001 

LANG,  DAVID 

Inspection 

TVpe:  ROUTINE  INSPECTION 
Date:  JUN-26-2008 


Inspection  shows  allstandards  in  compliance  6,'G8 


Prepared  By: 


JOHN  LOPINTO,  D V M , USDA.  APHIS.  Animal  Care 
Title:  VETERINARY  MEDICAL  OFFICER , Inspector  ID:  1008 
Received  By:  ■ 

b6,  b7c 


Date: 

JUN-26-2008 


Title. 


Page  1 of  1 


Date: 

JUN-26-2008 


Prepared  Bv:  i 

Title;  ImpectoMD: 
Received  By:  _ 


USDA,  APHIS,  Animal 


. ■ uae.  / * 

Care  e/** 


Date: 

‘ /yt/C'k 


Title: 


b6,  b7c 


USDA 


i 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


oust  id 


NOV  1 ?,  7RP8 


insp_id 


site  id 


NIPPON  EXPRESS  USAJNC 


Customer  ID:  10108 
Certificate:  21-H-0299 


590  MADISON  AVE,  SUITE  2401 
NEW  YORK,  NY  10022 


ate:  PHL 

PHILADELPHIA,  PA 
Inspection 

Type:  Routine 
Date:  6 November  2008 


No  animals  were  present  at  time  of  this  site  inspection. 


Prepared  By: 

Title: 
Received  By: 
Title: 


ROBERT  G.  MARKMANN,  USDA,  APHIS,  Animal  Care 
ANIMAL  CARE  INSPECTOR  Inspector  ID:  1009 


b6,  b7c 


Date:  6-NOV-08 


Date:  6-NOV-08 


Page  1 of  1 


i 


USDA 


< 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


cust_id 
insp_id 
site  id 


NIPPON  EXPRESS  USA  INC 


Customer  ID:  10108 
Certificate:  21-H-0299 


590  MADISON  AVE,  SUITE  2401 
NEW  YORK,  NY  10022 


Site:  MSP 

MINNEAPOLIS-ST.  PAUL,  MN 
Inspection 

Type;  Routine 
Date:  16  October  2008 


No  covered  animals  at  the  time  of  inspection. 

No  noncompliances  identified  on  this  inspection. 

Inspection  and  exit  interview  conducted  with  General  Manager. 
End  of  report 


Titl 


Date:  16-OCT-08 


Date:  16-OCT-08 


“■'irje  i of  1 


UbUA 


United  States  Department  of  Agriculture  jkjos 

Animal  and  Plant  Health  Inspection  Servlcf 

j_  10108  CUStjd 

INSPECTION  REPORT)  ' ’ 2008  315369  ins?-id 

x 24418  site  id 


NIPPON  EXPRESS  USA  INC  Customer  ID:  10108 

Certificate:  21-H-0299 

Site:  ELP 

590  MADISON  AVE,  SUITE  2401  EL  PASO,  TX 

NEW  YORK  NEW  YORK,  NY  1 0022 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUL-17-2008 


NO  NON-COMPLIANCES  IDENTIFIED  THIS  INSPECTION. 


Prepared  By: 

Title: 
Received  By: 


•&? 


JEA^KJOS,  V.M.O. , USDV^PHIS,  Animal  Care 

.Inspector  ID:  4013 


Date: 

JUL-17-2008 


Title: 


Page  1 of  1 


Date: 

JUL-17-2008 


NIPPON  EXPRESS  USA  INC 


590  MADISON  AVE,  SUITE  2401 
NEW  YORK  NEW  YORK,  NY  10022 


No  covered  animals  at  the  time  of  inspection. 

No  noncompliances  identified  on  this  inspection. 

Inspection  and  exit  interview  conducted  with  General  Manager. 
End  of  report. 


C\ 


sartment  of  Agriculture 
lealth  Inspection  Sen! 

riON  REPORT) 


....  10108  custjd 

JUN  l 0 20^4097  Inspjd 
24459  site  id 


Customer  ID:  10108 
Certificate:  21-H-0299 

Site:  MSP 

MINNEAPOUS-ST.  PAUL.  MN 
Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-27-2008 


U5UA 


umtea  scales  Department  or  Agncurture 
Animal  and  Plant  Health  Inspection  Sery 

INSPECTION  REPORT) 


CCUKaER 

10108  custjd 
374024  inspjd 
24401  site  id 


NIPPON  EXPRESS'  USA  INC 

590  MADISON  AVE,  SUITE  2401 
NEW  YORK  NEW  YORK,  NY  10022 


Customer  ID:  10108 
Certificate;  21 -H-G299 

Site;  SFO 

SAN  FRANCISCO,  CA 


JUN  1 i 20U8 


Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-20-2008 


NO  COVERED  SPECIES  PRESENT  THIS  DATE.  NO  NON  COMPLIANT  ITEMS  IDENTIFIED  ON  THIS  INSPECTION. 
END  OF  REPORT. 


Prepared  By: 

Title: 
Received  By: 


CHARLES  CURRER,  A.C.I. , USOA,  APHIS,  Animal  Care 
ANIMAL  CARE  INSPECTOR , Inspector  ID:  4003 


Date: 

MAY-20-2008 


JUN 


3 ?<Y$ 


Title: 


Page  1 of  1 


Date: 

MAY-20-2008 


JtKARKMfiNN 

10108  custjd 
282877  inspjd 
24456  srtejd 

NIPPON  EXPRESS  USA  INC  Customer  ID:  10108 

Certificate:  21 -H-0299 

Site:  PHL 

590  MADISON  AVE,  SUITE  2401  PHILADELPHIA,  PA 

NEW  YORK  NEW  YORK,  NY  10022 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  MAY-08-2008 


USDA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service^ 


INSPECTION  REPORT) 


No  animals  were  present  at  time  of  site  inspection'. 


Prepared  By: 


ROBERT  MARKMANN,  A C I . USDA,  APHIS,  Animal  Care 


Title: 
Received  By: 


b6,  b7c 


Date: 

MAY-08-r20G8 


Title: 


Page  1 of  1 


Date: 

MAY-08-2008 


USDA 


United  States  Department  of  Agriculture  nharlah 

Animal  and  Plant  Health  Inspection  Service?  . . . „ , . . 

10108  custjd 

Inspection  report)  369034  k18p-id 

24445  site  id 


NIPPON  EXPRESS  USA  INC  Customer  ID:  10108 

Certificate:  21-H-0299 

Site:  PIT 

590  MADISON  AVE,  SUITE  2401  PITTSBURGH,  PA 

NEW  YORK  NEW  YORK,  NY  10022 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  APR-29-2008 


No  noncompliant  items  identified  during  this  inspection. 

We  discussed  how  to  get  Pittsburgh  off  the  site  list  as  they  don't  deal  in  animal  moves  at  this  site. 


Prepared  By:  3*-/-  ^ 


IMA  JEAN  HARLAN,  D V M , US 


NORMA  JEAN  HARLAN,  D V M , USDA,  APHIS,  Animal  Care 
Title:  VETERINARY  MEDICAL  OFFICER  , Inspector  ID:  1 004 
Received  By: 

b6,  b7c 


Date: 

APR-29-2008 


Titie: 


Page  1 of  1 


Date: 

APR-29-2008 


USDA 


United  States  Department  of  Agricultus 
Animai  and  Plant  Health  Inspection  Seri 

INSPECTION  REPORT 


DBAftKSDALE 

JAN  9 :5  2008  10108  custJd 

226681  inspjd 
24447  site  id 


NIPPON  EXPRESS  USA  INC  ' Customer  ID:  10108 

Certificate:  21-H-0299 

Site:  MKE 

590  MADISON  AVE,  SUITE  2401  MILWAUKEE,  Wl 

NEW  YORK  NEW  YORK,  NY  10022 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-17-2008 


No  non-compliant  items  identified  during  this  inspection. 
Inspection  conducted  with  the  supervisor  and  inspector  of  record. 


Prepared  By: 


™e:  VETERINARYMEDICAL  OFFICER , Inspector  ID:  1062 
Received  By: 

b6,  b7c 

Title: 

?age  1 cf  1 


Date: 

JAN-17-2008 

Date: 

JAN-17-2008 


USDA 


NIPPON  EXPRESS  USA  INC 

590  MADISON  AVE,  SUITE  2401 
NEW  YORK  NEW  YORK,  NY  10022 


United  States  Department  of  Agriculture  ,.aAlJ;i, 

Animal  and  Plant  Health  Inspection  Service  f 

10108  cust  id 


INSPECTION  REPQRTj 


341142  inspjd 
24413  site  id 


Customer  ID:  10108 
Certificate:  21-H-0299 


Site:  OMA 

OMAHA,  NE 


inspection 

Type:  ROUTINE  INSPECTION 
Date:  DEC-04-2007 


No  norv-compliant  item(s)  identified  this  inspection. 


DEC  2 

United  States  Dsparlmsnt  of  Agrloultun 
Animal  and  Plant  Haalth  Inapaotlon  Sarvloo 
Animal  Cara 


INSPECTION  REPORT 


o 3 o ) 

Narfw  of  U&nsee/Registrant 

Site  No. 

Lie.  / Reg.  Number 

/*  S'S  U? 

Business  Name  (DBA) 

S&i  *i(t  JPt- 

Site  Name 

Data  of  Inspection 

Fatifity  Mating  Address’ 

to*™*-  T'v.u.ts*.. 

Site  Address 

InspectjonTirne 

//£ityl  Stale,  Zip  (for  facility)  Site  City,  State,  Zip  (for  site)  Inspection  Type 


NARRATIVE 


| 


TWk 


S o' Vo 


dok 


Copy  Recefvedfl) 
Title: 


USOA,  APHIS,  Anhui  Care  LAWS  ID  NO.. 

Data: 


Page  1 of 


9 2008 


5.4.13 


I 


USDA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

INSPECTION  REPORT5 


Ud  0 dd 


D FORBES 

33724  custjd 

* A Z00^346i47  inspjd 

53657  site_id 


CARGO  AIRPORT  SERVICES  USA 
LLC 


QUALITY  & RISK  MANAGEMENT 
BUILDING  261,  JFK  INTERNATIONAL  AIRPORT 
JAMAICA  NY  11430 


Customer  ID;  33724 
Certificate:  21-H-0305 

Site:  SEA 

SEATTLE,  WA 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  SEP-24-2008 


No  animals  were  present. 

No  non-compliances  Identified  during  the  inspection. 

The  inspector  was  accompanied  by  Hector  Ortiz,  Operations  Manager. 


Prepared  By: 

DIANE  FORBES,  V.M.O. . USDA,  APHIS.  Animal  Care 
Title:  VETERINARY  MEDICAL  OFFICER  , Inspector  ID:  5053 

Received  By: 

Title: 

Page  1 of  1 


Date: 

SEP-24-2008 

Date: 

SEP-24-2008 


US  DA 


United  States  Department  of  Agriculture  jlopihto 

Animal  and  Plant  Health  Inspection  Service  1 . 

. 33724  CUStjd 

INSPECTION  REPORT)  ° 3 2008  362171  insP-id 

— 38697  sitejd 


CARGO  AIRPORT  SERVICES  USA 
LLC 


QUAUTY  A RISK  MANAGEMENT 
BUILDING  261,  JFK  INTERNATIONAL  AIRPORT 
JAMAICA,  NY  11430 


Customer  ID:  33724 
Certificate:  21-H-0305 

Site:  JFK 

NEW  YORK,  NY 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-28-2008 


3.16  ( a ) 

FOOD  AND  WATER  REQUIREMENTS. 

Item  Food  and  water  Requirements  3.16  a 

Puppies  under  16  weeks  of  age  must  be  offered  food  at  least  once  every  12  hrs  and  potable  water  at  least  once  every  12  hrs. 
Cargo  Mr  servies  does  the  cargo  operations  and  handling  for  Asiana  airlines  in  New  York  at  JFK. 

Asiana  Airlines  fit  222  transported  14  dogs  in  7 kennels  airway  bill  988-7690  7013  arriving  JFK  airport  2130  on  Aug  26,  flight 
time  was  about  13  hrs.  They  remained  in  Asiana  cargo  till  12  pm  on  Aug  27th  which  was  about  another  IS  hrs  animals  they 
were  not  fed  or  watered  while  in  cargo.  At  12  pm  on  the  27th  of  Aug  they  arrived  at  the  vetport  where  they  were  fed  and 
watered.  If  you  include  the  4 hrs  pre  flight  arrival  time  that  would  be  a total  of  32  hrs. 

Time  frames  exceeded  the  required  time  for  food  and  watehng  of  animals  in  transport. 


Prepared  By: 

Titjef 
Received  By: 


JOHN  LOPINTO,  D V M , USDA,  APHIS,  Animal  Care 

or  ID:  1008 

b6,  b7c 

Date: 

AUG-28-2008 


Title: 


Page  1 of  1 


Date: 

AUG-28-2008 


JLOPINTG 


USDA 


United  State?  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Sery 

_ __  33724  custjd 

INSPECTION  REPORT)  JUL  ° * 2I1U^123  insP-id 

38Q97  sitejd 


CARGO  AIRPORT  SERVICES  USA 
LLC 


QUAUTY  & RISK  (MANAGEMENT 
BUILDING  261,  JFK  INTERNATIONAL  AIRPORT 
JAMAICA  NY  11430 


Customer  ID:  33724 
Certificate:  21-H-0305 

Site:  JFK 

NEW  YORK,  NY 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JUN-30-2008 


Inspection  shows  no  animals  present  6/08 


Prepared  By: 


I LOPINfO,  OVM  fUSDA,  APHIS,  Animal  Care 
Titled  VETERINARY  MEDICAL  OFFICER , Inspector  ID:  1008 
Received  By:  -« 

b6,  b7c 


Date: 

J UN-30-2008 


Title: 


Page  1 of  1 


Date: 

JUN-30-2008 


USDA 


United  States  Department  of  Agricu  ..  „ 
Animal  and  Plant  Health  Inspection  Service 


JUL  0 8 2008 


*lf  - /S'  0 3 9 S' 


Nagad”  of  Lteensee/Ragtetrants 

Site  No. 

Lic/Reg  No. 

£ A - r*9 

Business  Name  (DBA) 

Seta  Ndne 

Data  of  Inspection 

JL£! 

/A A 

FaciBtf  Mailing  Address  * 

j6****~  SS-yj/bl* 

ySHe  Address  r 

Inspection  Type 

/Sity,  State,  Zip  Code  (for  Facility) 

City,  State,  Zip  (for  Site) 

NARRATIVE 

Prepared  By: 

Title:  Inspector  ID: 

Received  By: 


USDA,  APHIS,  Animal  Care 


Date:, 


R0te:  V.  L(; 


Title: 


b6,  b7c 


\JbUA 


United  states  Department  or  Agriculture 
Animal  and  Plant  Health  Inspection  Service, 

INSPECTION  REPORT) 


JLOPINTO 


■ JH  2008 


33724  custjd 
362045  inspjd 


38697  site_id 


CARGO  AIRPORT  SERVICES  USA 
LLC 


BUILDING  261  JFK  INTERNATIONAL  AIRPORT 
JAMAICA,  NY  11430 


Customer  IDt  33724 
Certificate:  21-H-030£ 

Site:  JFK 

NEW  YORK,  NY 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  FEB-14-2008 


Inspection  shows  no  animals  present  2/08 


Prepared  By: 

"'JHN  LOPINTO,  CIV  M , USDA,  APHIS,  Animal  Care 
Titled  VETERINARY  MEDICAL  OFFICER  , Inspector  ID:  1008 
Received  By: 

b6,  b7c 


Date: 

FEB-14-2008 


Title: 


Page  1 of  1 


Date: 

FEB-1 4-2008 


United  Mates  Ospartmsnt  of  Agriouliuft 
Animal  and  Plant  Haalth  htapaatlan  Samoa 
Animal  Oana  ...  ... 

2 ft  2008 


INSPECTION  REPORT 


Nam  of  Lic^nsee/Registrant 

Business  Name  (DBA)  Site  Name 

Facifrty  Mating  Address  ' Site.  Address 

/vy/zest  / * euytKy**- 

y City,  State,  Zip  {for  facility)  'Site  City,  Stan.  Zip  (for'site) 


Lie.  / Reg.  Number 

&//y/ 

Date  of  Inspection 


Inspection  Type 


NARRATIVE 


Page  let 


5.4.13 


us^ 


United  States  Department  of  Agriculture  ( jlopinto 

Animal  and  Plant  Health  Inspection  Service 

426  custjd 

INSPECTION  REPORTS  1 9 2008  382174  insp-id 

— 40832  site  id 


PET  ENTERPRISES  TOTAL 
SERVICES,  INC. 

WILLOW  PET  HOTEL/ANIMAL  TRAVEI 


1926  DEER  PARK  AVENUE 
DEER  PARK,  NY  11729 


Customer  ID:  426 
Certificate:  21 -H-0306 

Site:  001 

WILLOW  PET  HOTEL/ANIMAL 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  SEP-08-2008 


Inspection  shows  no  regulated  activities  9/08 


Prepared  By: 

JOHN  LOPINTO,  DVWf,  USDA,  APHIS,  Animal  Care 
Titter  VETERINARY  MEDICAL  OFFICER  , Inspector  ID:  1008 
Received  By: 

b6,  b7c 


Date: 

SEP-08-2008 


Title: 


page  1 of  1 


Date: 

SEP-08-2008 


City,  State,  Zip  Code  (for  Facility)  City,  State,  Zip  (for  Site) 


US  DA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


INSPECTION  REPORT)  jam  9 


JI0PIHTO 

426  custjd 
362021  insp_id 
40832  sitejd 


Pet  ENTERPRISES  TOTAL 
SERVICES,  INC. 

WILLOW  PET  HOTEL/ANIMAL 
TRAVEL 


1926  DEER  PARK  AVENUE 
DEER  PARK.  NY  11729 


Customer  lot  426 
Certificate:  21-H-030C 


Site:  001 

WILLOW  PET  HOTEL/ANIMAL 

, „ TRAVEL  AGENCY 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  JAN-17-2008 


Inspection  shows  no  regulated  activities  1/08 


Prepared  By: 

SS 

T Ity  VETERINARY  MEDICAL  OFFICER , Inspector  ID:  1008 
Received  By:  

b6:  b7c 


Date: 

JAN-17-2008 


Tide: 


Page  1 of  1 


Date: 

JAN-17-2008 


U5UA 


APR  i 1 2006 


"n&tedi  States  ^ of  jrSouiStur© 

A,  jnnl  anti  Plant  Health  Ircspeotlan  Swrvloe 
Animal  Oar® 


INSPECTION  REPORT 


wnseefRiiti'mlmni 


Business-Name  (DBA) 

/y  ( ^Uy/  g^tAC, 

Family  Malliny  Acldiess 

/Sy  sJ  y j,  ?' 

cuy,  state,  zip  (lor  Facility)  , ■ 


Site  Mams 

— 

Site  Address 


City,  Sidle,  2Jp  (for  Site) 


.2/-  //-  0 j-J?  > 
Uc/Reg  No. 

? //g  Jo  6 
Dateot  Inspection 

Inspection  Time 

Inspection  Type 


NARRATIVE 


Rrepnreti  By:  _ 


Up ' » 


H/io/o 


LAWS  ID  MO.. 


Copy  Received  By 
Title: 


b6,  b7c 


Pcae  1 cl 


US  DA 


Unified  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


(Inspection  report) 


Name  of  Licensee/Registrants 


Business  Name  (DBA) 


Fadty  MaKng  Address  / 


Y'Y  i/S± 


City,  State,  Zip  Code  (for  Facility) 


Site  No. 


£/?£> 
SiteName  ' 


ress 


Site/ 

aXA  Yj- 

Tiify,  Statefzip  (for  Site) 


°EC  2 9 200S 


O *>0'/ 

Lic/Rea  No. 

/ 2 J'?/o  y 

Date  of  Inspection 

Inspection  Type 


NARRATIVE 


JLOPINTO 


USDA 


NORTH  AMERICAN  AVIATION 
SERVICES  INC 


111  WEST  SUNRISE 
FREEPORT,  NY  11520 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service  • 

INSPECTION  REPORT) 


SEP  0 2 2008 


1732  custjd 
362155  inspjd 


51318  sitejd 


Customer  ID:  1732 
Certificate:  21-H-0309 


Site:  LGA 

NEW  YORK,  NY 


Inspection 

Type:  ROUTINE  INSPECTION 
Date:  AUG-20-2008 


Inspection  shows  no  animals  present  8/08 


Prepared  By: 


^OHN  LOPINTO,  D V M ,iliSDA,  APHIS,  Animat  Care 
Title:  VETERINARY  MEDICAL  OFFICER  , Inspector  ID:  1008 

Received  By: 


Date: 

AUG-20-2008 


Title: 


Page  1 of  X 


Date: 

AUG-20-2008 


{ 


USDA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


•ted 


(Inspection  report) 


Name  of  Licensee/ Registrants 


Site  No. 

2 /?  C & 


Business  Name  (DBA) 

Facitity  Mailing  Address  S ^ 


Site  Name 


jL. 


/•V  //iii 


City,  State,  Zip  Code  (for  Facility) 


SEP  0 2 2008 


2 / - //-  ^ ^ 

Uc/Reg  No. 

Date  of  Inspection 


£g; 

Site  Address 

City,  State,  Zip  (for  Site) 


inspection  Type 


NARRATIVE 


USDA 


United  States  Department  of  Agrteuituir 
Animal  and  Plant  Haalth  Inspection  Seri 


INSPECTION  REPORfj 


JRUBIH 

Sep  1 9 ;m  1732  custJd 

213522  inspjd 
50936  sitejd 


NORTH  AMERICAN  AVIATION 
SERVICES  INC 


111  WEST  SUNRISE 
FREEPORT,  NY  11520 


Cjstomer  ID:  1732 
Certificate:  21-H-0309 

Site:  PHI 

PHILADELPHIA,  PA 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  SEP-17  2008 


No  regulated  animals  present  at  time  of  site  visit 


Prepared  By: 


JOEL  RfylBIN.  V M D , USDA,  APHIS,  Animal  Care 
Title:  VFrFRINARY  MFninAI  OFFICER  Inciontnr  |D:  1059 


Received  By: 


Date: 

SEP-17-2008 


Title: 


b6,  b7c 


Page  1 of  1 


Date: 

SEP-1 7-2008 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Sendee 


APR  9. 


Inspection  report) 

J /-  f/'j  cr[ 

are  e of  Licansae/Rmgistiants 

SiteiNo. 

Lic/Res  Nc. 

uslness  Name  (OBA) 

51e  Name  * 

Date  of  Inspection 

s'  & 

/bsvL&t 

Site  Address 

Inspection  Type 

y //  9 2-  j 

/'J&+4L,  A-> 

*ity,  Stgfte,  Zip  Code  (for  Facility) 

City,  StaiafZIp  (for  Site) 

NARRATIVE 


NORTH  AMERICAN  AVIATION 
SERVICES  INC 


111  WEST  SUNRISE 
FREEPORT,  NY  11520 


Inspection  shows  no  animals  present  4/08 


Prepared  By:  

JOHN  LOPINTO,  D V M , USDA,  APHIS, 
Title:  VETERINARY  MEDICAL  OFFICER  , Insj 
Received  By:  


Title: 


b6,  b7c 


JIOPXNTO 


>9partment  of  Agriculture 
it  Health  Inspection  Serv= 

:tion  report) 


1732  caistjd 
APR  ? t 362092  inspjd 

51318  site  id 


Page  1 of  1 


Date: 

APR-17-2008 


USDA 


United  States  Department  of  Agriculture.  jkubin 

Animal  and  Plant  Health  Inspection  Servii 

1732  cusljd 

INSPECTION  REPORT;  213463  in*P~id 

— — 90936  site  id 


NORTH  AMERICAN  AVIATION 
SERVICES  INC 


111  WEST  SUNRISE 
FREEPORT,  NY  11520 


Customer  ID:  1732 
Certificate:  21-H-0309 

Site*  PHI 

MY  ij  | PHILADELPHIA,  PA 

Inspection 

Type:  ROUTINE  INSPECTION 
Date:  APR-14-2008 


No  regulated  animals  present  at  time  of  site  visit. 


Prepared  By:  ..JVSrS  - 

JOEL  (jUBIN,  V M D , USDA,  APHlS,  Animal  Care  Date: 

Title:  VETERINARY  MEDICAL  OFFICER  , Inspector  ID:  1059  APR-14-2008 

Received  By: 


Title: 


b6,  b7c 


Date: 

APR-14-2008 


USDA 


Name  of  Licensee/Registrants 


Business  Name  (DBA) 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 

(Inspection  report) 


MArt  * * * 


Site  No. 

i k 


Site  Name 


Facility  Mailing  Address  ' ' 

s'*  //VJ  ^ 

City,  State,  Zip  Code  (for  Facility) 


f <p 

SiteASdress^ 


£^'*~*4*£*~*&  CSS./ 

Lic/Reg  No.  *" 

iAa  hi. 

Date  of  Inspection 

Inspection  Type 


/-'V  //  -t.<  i> 


NARRATIVE 


USDA 


United  States  Department  of  Agriculture 
Animal  and  Plant  Health  Inspection  Service 


(Inspection  report) 


Name  of  Licenseo/Registrants 


Business  Name  (DBA) 

/S’ y - >l. 


f 


Site  No. 


Site  Name 


Facility  Mailing  Address 
pfty,  State,  Zip  Code  (for  Facility) 


Site  Address 


^v-y-  * 


Uc/RegNo. 


izZd£Z±L 


Date  of  Inspection 


Inspection  Type 


City,  State,  Zip  (for  Site) 


NARRATIVE 


